50 Cents 
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PUTTING YOUR BOAT INTO COMMISSION 
DIRECTION FINDERS yx NEW BOATS x BLUE WATER SAILORS 











Pride of ownership will hit a new high with Pettit’s scientifical 
improved, new formula—Old Salem Yacht White Enamel. 


Here’s a paint that’s really new—in its high gloss! . . . in its ext 


> . . " \ : . : 
| Le ttt toughness! ...in its unusual hiding quality! ...in its easy bru‘ 
ability! . . . in its gleaming new whiteness! 


Paint Phesewes Prilecis and Boatitifits 


PETTIT PAINT CO., INC. + BELLEVILLE, NEW JERSEY...SINCE 186! 





ntificall 
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OU’LL have more fun afloat with your 
Te asheara when you use Texaco Fuels 
and Outboard Lubricants—especially made 
to assure quick, easy starts and smooth, de- 
pendable operation. 

Texaco Outboard Motor Oil keeps plugs 
clean for fat, hot sparks ... keeps rings free 
and ports clear. Motors start easier, run 
cooler and more smoothly. For underwater 
gears and bearings, use Texaco Outboard 












\ctS 








Gear Lubricant—it’s waterproof, gives real 
protection. 

For maximum power, fuel your motor 
with Texaco Marine White or Texaco Fire- 
Chief Gasoline. Both contain easy-starting 
constituents ... both give quieter, smoother 
operation ... will not form gum. 

Your Texaco Waterfront Dealer will 
gladly give you a copy of the helpful, 16- 
page booklet “Carefree Outboarding” illus- 
trated above. Let him help you get the most 
out of your outboard. The Texas Company, 
Marine Sales Division, 135 East 42nd Street, 
New York 17, New York. 





 TEXACO ¢ 


Gh. MARINE PRODUCTS led ep 


APPROVED BY LEADING j Yad f; 
BOAT AND ENGINE BUILDERS 





Tune in... TEXACO STAR THEATRE every Wednesday night starring Milton Berle. See newspaper for time and station. 








Yacutina, April, 1949, Vol. 85, No. 4. Published monthly by Yachting Publishing Corporation at 2 
copy. Entered as Second Class matter at the Post Office at New York 


. 


05 East 42nd Street, New York 17, N. Y. $5.00 a year, 50 cents a 
, N. Y., under the Act of March 3. 1879. 
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ACCORDING TO 
A SURVEY OF 
MATTHEWS OWNERS 





The ‘‘40’’ DeLuxe Sedan sleeps 6—the heaviest stock cruiser of her length built today. 


HETHER you prefer the DeLuxe Sedan 
or the Sport Cruiser, you'll find the big, 
able husky Matthews “40” hull rated “tops.” 


Any owner will proudly give you dozens of 


reasons why Matthews is “your ultimate cruiser.” 


Write today for the free 4-color catalog and 


The “40” Sport Cruiser is especially de- 
signed for fishing and features a large open price list and you too will want to join the great 
cockpit nearly 20 feet long. Two cabins and 
two toilets provide crew quarters if needed. 


a 


fleet of satisfied Matthews owners. 


THE MATTHEWS CO. 


PORT CLINTON 2, OHIO 


In Miami — Matthews Cruisers, Inc. © 1825 Biscayne Boulevard 


J OUR <Oth YEAR DEALERS COAST-TO-COAST 
« «wherever yen @€ontiaws. 988"). Ciet e2@ Kaetttiewe* 
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by Gosh! 





Universal supplies them for Vj years! 


Right now at the Universal factory we could as- 
semble from new parts stock any 21-year old Uni- 
versal—so unusual is the Universal parts-replace- 
ment service. 


It is because Universal completely designs, engi- 
neers and builds every Universal 100% Marine 
Motor that this valuable parts service can be offered. 
Universal doesn’t convert engines supplied by out- 
side general motor builders—therefore you’re not 
dependent on the changing policies of other motor 


Universal Motor Co. 


312 Universal Drive, Oshkosh, Wisconsin 


THE WORLD’S LARGEST BUILDER 
OF 100% MARINE MOTORS 


r | 
Universal 
100% MARINE 
oA Oo T © R $ 


Above All—Dependable 








manufacturers when you buy a Universal. 


‘This unique Universal parts service is just another 
bonus value you get with a 100% marine motor. 
From the start, you are rewarded with unrivaled 
motor performance and economy—and through the 
years you retain this performance, come what may, 
because replacement parts are only 24 hours away. 

Plan now to enjoy the smooth, reliable, lasting 


power of a new Universal! Mail the coupon for 
literature. 


Universal Motor Company 
312 Universal Drive, Oshkosh, Wis. 





Price List. 








Gentlemen: Send me copy of your new Handbook and 
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Two separate cabins 20% lower insurance rate 


Sleeps 4 comfortably than other boats 


Full headroom in both cabins Galley with sink, 


: ; refrigerator, cupboard 
Dinette seats 4 at big table 8 isi 


Opening windshields Private toilet 


Sound-insulated motor compartment Full length hanging locker 


Transom seat in spacious cockpit Forward bunks fold into couch 
Low cost plus lowest upkeep Exclusive Sea-Vee hull for ‘dry’, all weather cruising 


Steel-smart ‘Lifetime’ hull 116 h.p. Marine engine—2-1 reduction gear 


SISTERSHIPS OF THE STEELCRAFT FLEET 


CHURCHWARD & CO., INC. 
World’s Largest Builder of Steel Boats 


"Pee meaner ennai heriimeainaaieamaieniiat, 


| FREE * 1949 CATALOG f 
Steelcraft, Churchward & Co., Inc. [ 
40 E. Steelcraft Pt., West Haven, Conn. " 


Send me, without obligation, the 1949 catalog. 


NAME_ a ee ee ee eee H eon sie om < 
35’ Luxury Cruiser .. . $10,985 
ADDRESS—_—— = i 26’ Day Cruiser . . . $4568 26’ Holiday Cruiser . . . $3797 
20’ Deluxe Utility Runabout .. . $2685 





j CITY. STATE 
¢ yTHOUT N 
ah ee A RS A AL ATL A A A A A A A ME MN ALL PRICES QUOTED ARE F.0.B. OUR YARD, WEST HAVEN, CONN., AND SUBJECT TO CHANGEM 





APRIL, 1949 


7 


4 


a 


————— Ss = 


Sete 


Can your present engine 
D nickel test? 


ass HS 
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Ever try to balance a nickel on the manifold of 
your engine when it’s running? You can do it on 
this 150-HP Packard Marine Eight—the only 
marine engine with a nine-main-bearing crank- 
shaft, and permanently quiet hydraulic valve 
tappets which are always in accurate adjustment. 


Luxury cruisers, like the level-running Matthews 
“40”, are winning extra compliments on the new 
smoothness and maneuverability of their Packard 


Pictured above is one of the secrets behind the 
amazing smoothness of this husky 150-HP 
Packard Marine Eight: its nine-main-bearing 
crankshaft. This Packard “exclusive”? not only 
provides silky smoothness, but contributes greatly 
to trouble-free operation and longer engine life. 





Workboat builders, too, prefer quiet, dependable 
Packard marine power. This 40-foot trapnetter, 
built by the Sandusky Boat Company, cruises 





marine engines . . . the choice of America’s most 
progressive boat builders. 





quietly and effortlessly at a top speed of 16'4 
miles per hour. 


PACKARD 


MARINE ENGINES 


Precision-built in the home of PT Power 


New boats deserve Packard power— 
old boats need it! 


See for yourself how smooth a truly modern 
marine engine can be. Let your Packard Marine 
Engine dealer give you a demonstration of 
Packard maneuverability . . . and Packard 
smoothness. You’ll know, then, that new boats 
deserve Packard power . . . and old boats need it! 





For name of your nearest dealer, write Packard 
Marine Engine Department (Dept. Y), Packard 


A\—with finger-tip gear control 
Motor Car Company, Detroit 32, Michigan. a g ig 


SSK THE MAN WHO OWNS ONE 
. $3797 
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Now’s the time to get your 


FREE 1949 
CRUISEGIDE! 


Get the Harbors Books, charts and maps to help you 
plan the most desirable routes ... get the greatest 
value from every gallon of Gulf Marine White Gasoline! 





NCE AGAIN GULF has printed a 

fresh supply of Harbors Books to 
help make every cruise more enjoy- 
able for you. 


The Cruisegide Harbors Books con- 
tain charts and maps to help you plan 
the most desirable routes. You will 
want a complete set of Cruisegides. 
They’re free for the asking! 


All this data available 


For 1949, Gulf has published revised, 
comprehensive information regarding 
the Harbors of the North, the Mid- 
Atlantic, the South ... and Inland 
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Waters, including the Great Lakes, 
the Mississippi, and adjacent waters. 


Each of the Gulf Harbors Books 
contains over 100 pages, profusely 
illustrated with harbor diagrams. 


The exact location of important 
landmarks and fueling docks for each 
port is shown. 


Up-to-the-minute descriptions of 
marine services, shopping and rec- 
reation facilities, as well as land trans- 
port connections, are given. 





Map of waterways included! 


In the pocket cover of each Harbors 
Book is a large map that gives dis- 
tances between ports, key numbers of 
official charts with the areas they 
cover identified, and major marine 
markings! 


General cruising information! 


You’ll also find much general cruising 
information in your free Cruisegide. 


Principal weather broadcasts, Coast 
Guard stations and telephone num- 


bers, Coast Guard requirements for | 








motorboats operated for pleasure or 
commercial fishing are listed. 


With the Cruisegide, you can plot 
your best and most direct courses 
each day .. . conserve valuable gaso- 
line so that it may be used for other 
essential purposes. 


So be sure you get a free 1949 
Cruisegide before you go! 


See your Gulf Marine Dealer 


Ask him for the free Cruisegide Service 
post card, stamped and addressed to your 
nearest Cruisegide Bureau. Then, simply 
fill it in, and mail. 


Or, write to Cruisegide Bureau, Room 
3800, Gulf Bldg., Pittsburgh, Pa., telling 
where you plan to cruise. 


MARINE WHITE 
GASOLINE 


It won’t form gum— 
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AIRFOAM 
DISTRIBUTORS sh Valencia St., San Francisco, Calif. 
23 


Richmond, Va. 


APRIL, 1949 


High water mark in Comfort 


XPERIENCED yachtsmen are 

never at sea when it comes 
to comfort. That’s why so 
many of them these days are 
equipping all berths and seats 
with Airfoam cushioning. 


This buoyant latex cushioning 






















Airfoam buoys you up 


Press down on Airfoam and you'll feel a buoy- 
ant upward comeback. Airfoam’s millions of 
resilient air cells breathe to balance body pressure 
with equal support — a uniform, self-adjusting 
support that insures super-comfort and _ perfect 
relaxation. Raise your hand and Airfoam in- 
stantly rounds back into shape — never looks 
crushed and saggy like conventional cushionings. 


American Latex Products Corp. 
921 Venice Blvd., Los Angeles, Calif. 


1 Fifth Ave., Seattle, Wash. 


450 N. Wells St. 1317 Brown St. 5062-84 Loraine Ave. 
Chicago, III. Philadelphia, Pa. Detroit, Mich. 

E.R. Carpenter Co. Crown Products, Inc. 

9 So. 12th St. 1330 Dolman St. 


St. Louis, Mo. 


provides the firm, all-over sup- 
port you need for sound sleep 
on the deep. It never sags or 
breaks down, keeps its shape 
for a lifetime. 


Moreover, Airfoam earns its 
berth for other important rea- 
sons. It’s so airy, lightweight, 
it takes far less space than con- 
ventional innerspring mat- 
tresses. Salt 


water, mildew 


won’t harm it. And it tailors 
easily to fit all shapes, curved 
or straight. 


Give your craft the ultimate in 
seagoing comfort. Equip it 
with gloriously restful, long- 
lasting Airfoam cushioned 
seats and mattresses. For com- 
plete information, see your 
supplier, or write: Goodyear, 


Airfoam Dept., Akron 16, Ohio. 


Miss Julie. Owner: Julian- A. Peverill, Des Moines, Iowa. 


Mag 


Airfoam cushioned seat makes up into 
wonderfully comfortable Pullman-type 
berth. Manufactured by Crown Products, 
Inc., St. Louis, Mo. 








We think you'll like ‘THE GREATEST STORY EVER TOLD” — Every Sunday — ABC Network 


GOODFYEAR 


THE GREATEST NAME IN RUBBER 
Airfoam—T.M. The Goodyear Tire & Rubber Company 








Longley-Tabor Co. Midwest Foam Latex Co. 
962 S. Geddes St. 
Syracuse, N. Y. 


98 N.E. 73rd St. 
Miami, Fla. 


57 Rose St. 
New York, N. Y. 


701-13 P St. 


Lincoln, Nebr. 


5radley-Miller, Inc. Elkins-Ewall, Inc. Foam Rubber Prod., Inc. Fram Rubber Prod., Inc. Eastern Foam Latex Co. Robert D. Harrell, Inc. Merryweather Foam Latex Co. 
5721 Kirby Drive 
Houston, Texas 
Rogers Foam Rubber Co. 
360 Mystic Ave. 
Somerville, Mass. 


211 So. Broadway St. 
Akron, Ohio 


Schwab Rubber Co. 
135 W. 100th St. 
New York, N. Y. 














Stephenson & Lawyer 
100 Commerce Ave. 
Grand Rapids, Mich. 








“HEY, YOU/ WHAT'S 
GOING ON DOWN THERE ?” 
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“RELAX, SKIPPER/ A LITTLE COLOR WILL 
MAKE YOUR BOAT LOOK LIKE A MILLION/“ 








Use Cawlux fade-proof colors 
to brighten up your boat! 


SAYS MINNIE, THE WOOLSEY MERMAID 
Cawlux does a better job because it’s engineered for the job ! 


It takes a rugged paint—one that’s built for the job—to 
resist fading under the constant beating of sun and sea. 
Woolsey Cawlux Marine Finish has what it takes. It dries 
quickly to a tough, hard, lustrous finish that keeps 
sparkling bright all season—a finish that won’t crack, 
check or peel 

And what a choice of colors you have in Cawlux 
Marine Finish! Colors that add new snap and smartness 
to topsides and cabin exteriors, new warmth and bright- 
ness to interiors! 


“WOOLSEY MEANS MORE FUN AFLOAT’ 


Ask your Woolsey supplier to show you the brilliant 
new Cawlux Marine Finish colors. Ask, too, about 
Cawlux Yacht Whites, the whites that stay whiter 
longer by resisting discoloration from harbor fumes and 
gases. Like all other Woolsey products, Cawlux Marine 
Finish and Yacht Whites do a better job because they 
are made especially to perform a particular job—beauti- 
fying and protecting at the same time! C. A. Woolsey 
Paint and Color Co. Inc., 229 East 42nd Street, New 
York 17, New York. 


CAWLUX MARINE 
FINISHES 


There’s a Woolsey Finish for Every Part of Your Boat 














APRIL, 1949 
















XPRESS SPEED WITH CRUISER COMFORT WHEREVER YOU GO... 


that’s the pleasure of owning this sleek, seaworthy Higgins craft. 


Ample room in the cockpit for your fishing party; a 


spacious cabin for a couple, with compact 
galley and plenty of storage space; and with 
all this, speed up to 32 mph, feather-light 
maneuverability and the sturdiness for which 
Higgins is famous. Truly, it’s the most boat 


in the low-priced field! 


See your dealer or write 
for illustrated folder. 

















FOR SALE 


WILEY 


66 FO X’’ 


39° x 29°6" x 9'2" x 5'0" 


OX has been sailed one season by her 
designer. She has sailed coastwise to 
New England and return proving at sea 
many innovations of design and construction. 


Not only a remarkable selfsailer and 
comfortable cruiser, she also has been raced 
enough to prove that she is a very fast boat 
in any company. 


Her strip built bronze fastened and glued 
mahogany hull without caulking or seam 
compound is smooth and tight beyond belief. 


Below decks. she is as smooth as above— 
there are no deck beams or butt blocks— 
the whole interior of the hull having been 
rubbed and waxed before installing any 
joinerwork. The joinerwork of white cedar, 
walnut and cherry, has also been hand 
rubbed and waxed to a beautiful and dur- 
able finish. 


3 % i * ao 4 # Se Pe Nag eee 
Photo shows fold-down cabin table, port and Plexiglas hatches are tight, provide both Note broad weather decks, arched strip-built 
starboard and storage over berths. light and air. house with large deadlights. 


There are accommodations for four—two large and two in gold. There are many other unusual and attractive fea- 
small hanging lockers, large dresser, Airfoam berths, swing- tures. Plexiglas hatches, lights, and companion slides, stain- 
ing stove and a Monel icebox that keeps ice a week. less rigging, bronze turnbuckles, Merriman blocks, Egyptian 

The cockpit is easily removable, giving complete access cloth sails, feathering propeller and all Monel tanks. 
to the Gray Sea Scout motor. This feature is worth its weight Priced in keeping with her top-notch construction. Ready 


A staunch and smooth hull, at home in blue water or at your club anchorage. for immediate delivery. Not just 
another cruising boat but a beauti- 
ful vessel whose distinctive indi- 
viduality is a striking contrast to the 
commonplace. 


For further information contact: 


RALPH H. WILEY 
OXFORD, MD. 
Tel. Oxford 2691 
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quick sale. 





Custom - Built, 43’ All - Teak, 
Twin-Diesel Sport Fisherman. 
Designed by Deering, built 1947. 
Beautifully outfitted. Probably 
finest of her size built since the 
war. Reasonable Offer. 





46’, 1947 Fly-Bridge Annapolis. 
Shower. 2 double staterooms, 
plus deckhouse accom., plus 
crew quarters. Teak decks. Fin- 
est construction. Asking $30,000. 





46’, 1948 Fly-Bridge Chris-Craft. 
Shower. S. to S. new boat, 
hardly any use. Outfitted at a 
total cost of $32,000. Open to 
Quick Offer. 





Brand New, 47’ Custom-Bit., 
Fly - Bridge Baltzer - Jonesport. 
Deck-house cruiser. Teak & ma- 
hogany construction. Kermath 
powered. Shower. Excellent ac- 
com. for 6 owners, plus crew. 
Boat not even broken in. Asking 
$35,000. 





50’, 1947 Steel Burger. Twin 
G. M. Diesels. 2 double state- 
rooms, 1 single, 2 crew, 2 show- 
ers. Elect. refrig. Heat. Elegant 
interior. Finest possible condi- 
= Owner’s Health Forces Sac- 
rifice. 





50’, 1947 Twin Diesel Cruiser. 
Custom built, Wells designed. 
Accom. 6 owners. Dinette. Show- 
er. Elec. refrig. Unusually roomy 
& well laid out. Priced for Im- 
mediate Sale. 





56’ Elco. New Chrysler Royals. 
Enclosed flying bridge. 2 double 
staterooms, 1 single. S. to S. Dir. 
finder. Shower. Large lounge. 
Very spacious. Might Consider 
$12,000 Offer. 





60’x16’, 1940 Deluxe Cruiser. Fly 
bridge. Wells designed. Twin 
1947 diesels. 4 double staterooms, 
2 showers. Built especially for 
deep-sea sport fishing. Finest of 
her type. Priced at Half Duplica- 
tion Cost. 























55’x14’6”x6’ Diesel Powered Motor Sailer. Hand designed. Teak 
Decks. 1 double stateroom, sleeps 4 in main cabin. 2 crew. 
Shower. Elect. refrig. Perfectly outfitted as a deluxe yacht & 
ready for extended cruising. Reasonable Offer Considered. 








57’, Fly Bridge, 1940 Elco. 2 double, 1 single staterooms. New en- 
gines. Deep freeze. Elect. refrig. Shower. Immaculate condition. 


Owner purchased larger yacht—anxious to dispose of her. Priced 
to Sell. 
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60’, Flush Deck Grebe, 1939. Twin diesels. 3 double staterooms, 
3 crew. 1 bath, 1 shower. Elect. refrig. Dir. finder. Recently re- 
furnished. Beautiful condition. Offered by late owner’s estate. 
Submit Offers. 


Make your reservations now, as the supply of desirable 
vessels is limited. 


SUMMER CHARTERS ] 
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Y 
A 27’, 1947 Elco. Fly top. Amply yf 63’, 1943 Crash Boat, “V” drive. Y 
equipped. Top Condition. $5,500. Bronze fastened. Converted at Y. 
j Y h S / — - a $45,000. Twin die- yj 
sels. Diesel generator. 3 beauti- 
35’, 1947 Elco. Twin Crowns. Ex- ac Ys a es ae pa ag war eae Large Y 
ceptional equipment. Fine shape. pes es mg path ee y 
ae: 73 Greenwich Ave. Paul Liskey, Mgr. Minas = oy bes condition. Be- / 
Greenwich, Conn. Miami, Fla. Office — $27,500 offer would take ) 
36’, 1946 Chris-Craft. Twin 2332 Biscayne Blvd. Yj 
Crowns. Fishing chairs & box. Telephone semi 301555 St Wistes Seniiah Weenies nei Yj 
Outrigger. S. to S. Special up- ‘ Greenwich 8-2051 Tel. Miami 3- ua Ewin Diveel Benecbent, Dein 
holstery. Dinghy. Perfect condi- Eve. 88-4995 ib. D a i age 300 
tion. Very light use. Owner un- Be rit poser ee re y 
able to use. Asking $12,500. aan : xd Asking $22,000, /) 
Owner must sell. Open to "Any /, 
Reasonable Offer. Y, 
40! 1948 Matthews. Twin Pack- Y) 
ards. Hardly any use. Elect, re- y) 
frig. S. to S. Automatic pilot. 100’ Steel English Yacht. Built / } 
All kinds of equipment. Owner 1934. Twin 1948 diesels. 6 state- y 
A Willing To Take Loss. rooms. Every conceivable con- Y) 
} venience. 5,000 mi. cruising // 
range. Just came over from Eng- / 
} land & ready for world cruise. y 
A 40’, 1947 Double-Cabin Chris- Priced to Sell. y 
Craft. Top condition. Many Y 
A thousands of dollars in extras. / 
Priced for Quick Sale. 42’ T. S. Consolidated 1937, pow- Y) 
ered by two Chrysler Crowns v} 
y wae 44’, 1940, Custom-Built Fly Bridge Cruiser. New Chrysler Royals. Le ee pthenge, o y 
42’, 1947 Owens. Very light use. Shower. Bar. Teak decks. Special equipment throughout. S. to S. ateatted 32 v mc hee Le / 
y Many extras. Delivered at over “ y 1 R ble Offe vn g, ° ie era ¢ r, G 4 Z 
) $18,000. Offered at $9,500 for Dir. finder. Accom. 6 plus crew. Reasonable r. system, gas cooking, etc. Goo 


condition. Asking $11,000. 





44’ Elco 1940. Excellent condi- 
tion. Chrysler Royals. Out of 
commission 1942-1945, inclusive. 
Sleeps 6 in owners and one crew. 
Fully found. Extras include ship- 
to-shore, radio direction finder, 
etc. Completely remodeled 1948. 
Asking $20,000. 





46’ Flying Bridge Twin Diesel 
Vineyard. Built 1939. A good, 
well laid out, husky cruiser. 2 
doubles. Sleeps 2 in deckhouse. 
Shower. Crew berth. Elec. re- 
frigeration, deep freeze, hot 
water, Lux system, 32 v. Onan 
plant, dual controls, ship-to- 
shore, electric winch, etc. Held 
by estate. Open to Offer. 





70’ T. S. 1936 Consolidated. 2 
singles and 1 double. 2 heads 
and bath. Gas cooking, elec. re- 
frigeration, elec. windlass, new 
110 v. lighting plant, ete. A 
real buy. Asking $20,000. 





38’ 1941 Alden cutter rigged 
Motor Sailer. Stainless rig. New 
sails 1946. Very spacious ac- 
commodations with extra large 
berths. This boat is in excellent 
condition having always been 
well maintained. Carries unu- 
sually large inventory. Powered 
by 110 h.p. Universal. Cog sys- 
tem. Asking $13,000. 





39’ Casey yawl. 1946. Sleeps 6 
in divided cabins. Very smart 
and fast under sail. 40 h.p. Red- 
wing. Original owner has kept 
her in tip-top shape. Priced rea- 
sonably. 





41’ Alden aux. sloop, built 1939. 
Stainless rig. Numerous Reiser 
sails—some new. Sleeps 5. Full 
headroom. Comfortable cruiser 
and very fast under sail. Locat- 
ed Great Lakes. Asking $16,000. 





43’ Centerboard Alden Schooner. 
1 double stateroom, 4 in main 
cabin. Stainless rig. Full sail 
inventory. Good condition 
throughout. Excellent buy. Try 
$8,500 offer. 





59’ Herreshoff sloop. 1946 Gray. 
1 double, 1 single, sleeps 4 in 
main cabin and crew forward. 
1948 sails. Double planked hull, 
lead keel, inboard rig. Good 
condition. Believe $5,500 offer 
will take her. 
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YACHTING 


SPARKMAN & STEPHENS 


INCORPORATED 


NAVAL ARCHITECTS YACHT BROKERS 
MARINE INSURANCE 


Evenings and Holidays 


New Rochelle 2-5489 
Englewood 3-9461-J 
Larchmont 2-2548 
Darien 5-1506 
Greenwich 8-3085J 


11 East 44th St. 
New York 17 
MU 2-3557 


























No. Y-5870—Sea-going Diesel yacht 76’x17'1’’x7’5”. Dining salon and 
galley in deckhouse, double and two single staterooms and main cabin 
below. PILOT HOUSE CONTROLS. Built on lines of a sea-going trawler, 
capable of going anywhere in any weather. SPARKMAN & STEPHENS, 
Inc., 11 East 44th Street, New York 17. 


No. Y-9733—FOR SALE—Custom built, 1946 Consolidated cruiser 39’x 
11‘x3’.. Double planked hull accommodations for five. Many features 
such as teak decks, radio-telephone, insulated deck house. Owned by 
a yachtsman whose years of experience are reflected in details of the 
boat. SPARKMAN & STEPHENS, Inc., 11 East 44th Street, New York 
a7. 


CLASS BOATS 
FOR SALE 





CRUISING 


No. Y-5258—FOR SALE—Diesel motor sailer 60’6’’x 
57‘6"'x16'8’"x6’3", built from our designs. Two 
interesting features are the very large roomy 
deckhouse and the owner’s stateroom with connect- 
ing bath and locker space which you would expect 
to find only on a large Diesel yacht. SPARKMAN & 
STEPHENS, Inc., 11 East 44th Street, New York 17. 


No. Y-8575—FOR SALE—Auxiliary yaw! 43'11’’x 
30'2’’x10'3'’x6’, built by Casey of Fairhaven from 
designs by John Alden. Specially laid out with 
double stateroom forward, ped amidships and 
main cabin aft. Teak decks. Lead keel. For further 
data, price and location consult SPARKMAN & 
STEPHENS, Inc., 11 East 44th Street, New York 17. 


BARNACLE 
BOUNTY 
COASTWISE 

BAS. 31” 
ISLANDER 

LAWLEY 36’ 
LITTLE SISTER 
MACKINAC 
MALABAR JR. 

NEW BEDFORD 35’ 


OVER-NITER 
OWENS CUTTER 
OXFORD 400 
PENNANT 
PILOT 

RHODES 27 


SEAWANHAKA SCH. 


SOUTHWESTER 
VOYAGER 
WEEK ENDER 


OFF SOUNDING 


ONE DESIGN RACING 


ATLANTIC 

B. O. DINGHY 

BLUE JAY 

BULL DOG 

COMET 

GAZELLE 
HERRESHOFF FISH 
HERRESHOFF 23 
HURRICANE 

I. C. DINGHY 
INTERNATIONAL 
INTERNATIONAL 110 
INTERNATIONAL 210 
LIGHTNING 

LUDERS 16 
NATIONAL 


PENGUIN 
QUINCY ADAMS 17 
S CLASS 

SEA GULL 
SEABIRD 
SEAWANHAKA 21 
SNIPE 

STAR 

STONE HORSE 
THISTLE 
TRIANGLE 

U. S. ONE 

WEE SCOT 
WINABOUT 
WOOD PUSSY 
YANKEE O. D. 


DARK HARBOR 


OPEN & INACTIVE 


INDIAN 
VICTORY 
LARCHMONT O 

M—P—Q—R 
SOUND INTERCLUB 
22 - 30 SQUARE METRES 
6 — 8 — 10 — 12 METRES 


NOY. Y.C. B05, 


40’s, 50’s 


No. Y-7462—FOR SALE—Bluewater cutter designed 
by William H. Hand and built by F. F. Pendleton, 
40'6’x31‘x11‘6’x6'1"".. Large main cabin, double 
stateroom, lavatory and galley. For further data, 
price and location consult SPARKMAN & STE- 
PHENS, Inc., 11 East 44th Street, New York 17. 








No. Y-7750—FOR SALE—Fast auxiliary cutter 
63'5'x44'x14'x8'6”. Teak decks and planking, lead 
keel, hollow spars, Diesel motor 1947, Ratsey hand 
sewn sails 1948. Excellent accommodations include 
four berths in main cabin, deck house berth and 
double stateroom aft. Low rating under Cruising 
Rule. SPARKMAN & STEPHENS, Inc., 11 East 44th 
Street, New York 17. 
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YACHT SALES & SERVICE, nc. 


Cable 1528 WALNUT ST., PHILADELPHIA 2, PA. 
YACHT BROKERS e NAVAL ARCHITECTS e MARINE INSURANCE 


YACHTSALE 





#5030—FOR SALE: Geiger-designed 84’ twin screw diesel 
yacht. Built 1946. Two 200 h.p. G.M. diesels. Two double and 
two single staterooms, with three baths in owner’s quarters. 
Splendid accommodations for crew. Beautiful condition and ready 
for immediate use. For further particulars, communicate with 
YACHT SALES & SERVICE, Inc., 1528 Walnut St., Philadel- 
phia 2, Pa. 









#1977—FOR SALE: One of the very few 50’ Hand motor sailers 
being offered. 13’-4” beam, draft 5’-7”, and powered with a 110 
h.p. diesel engine. Built by Hodgdon. Pressure Water System 
and 82-volt electrical system. Has just been surveyed and pro- 
nounced in excellent condition throughout. Consult YACHT 
SALES & SERVICE, Inc., 1528 Walnut St., Philadelphia 2, Pa. 


#1510—FOR SALE: Geiger-de- 
signed 36’ flush deck, auxiliary 
cutter. An outstanding offering. 
Excellent accommodations. Fast 
under sail and in beautiful con- 
dition. New Ratsey sails and 
stainless rigging. For particulars 
consult YACHT SALES & 
SERVICE, Inc., 1528 Walnut St., 
Philadelphia 2, Pa. 


phia 2, Pa. 


#5086—FOR SALE: 205'x28’-2”x10'-3” draft, steel twin screw 
diesel yacht, designed by Cox and Stevens and built in 1929. 
Inspected and approved by Lloyd’s for registry. Hull sand 
blasted and refinished. Machinery reconditioned. In commission, 
readily adaptable to yacht or commercial work. Consult YACHT 
SALES & SERVICE, Inc., 1528 Walnut St., Philadelphia 2, Pa. 





##1742—FOR SALE or CHARTER: 177’x55’x 
19’x6’-6” (board up) Rhodes designed, diesel- 
powered, steel ketch, new late 1947. Excel- 
lent accommodations for eight and crew of 4'-3” 
five. Ratsey working and light sails, oil heat- 
ing, electric refrigeration, deep freeze, fath- 
ometer, teak decks, stainless rigging. Excel- 
lent condition and attractively priced. For 
further particulars consult YACHT SALES 
& SERVICE, Inc., 1528 Walnut St., Philadel- 


Telephone 
PENNYPACKER 5-3111 


#769—FOR SALE or CHARTER: §85’x18’x3’ Mathis house 
yacht. Powered with two diesel engines, new two years ago. 
This boat is in splendid condition in every department, and her 
accommodations include three double and one single staterooms, 
four showers and one bath. There are crew’s quarters for six 
men forward. Mahogany planking, bronze fastened. Must be seen 
to be appreciated. For particulars consult YACHT SALES & 
SERVICE, Inc., 1528 Walnut St., Philadelphia 2, Pa. 









#2361--FOR SALE: 73’ twin screw cruiser, built to the highest 
specifications in 1987 by Consolidated. Two new Hall Scott 275 
h.p. engines installed 1948. Excellent accommodations for six in 
owner’s party and four crew. Beautiful condition and fully 
found. Consult YACHT SALES & SERVICE, Inc., 1528 Walnut 
St., Philadelphia 2, Pa. 


#4199—FOR SALE: 30’x10’-3”"x 
Warner-designed motor 
sailer. This boat is laid out with 
unusual accommodations for four 
in the owner’s party and one 
crew forward. She is built of 
the best materials, including 
Everdur fastenings and _ teak 
decks. 6 cyl. Gray engine, giving 
8 knots maximum. Consult 
YACHT SALES & SERVICE, 
Inc., 1528 Walnut St., Philadel- 
phia 2, Pa. 





#3050—FOR SALE: 46’ Annapolis flying bridge cruiser, de- 
livered 1947. This boat is one of the few Annapolis cruisers avail- 
able at the present time. Very excellent construction through- 
out, including stainless steel tanks, bronze fastenings and teak 
decks. Powered with two Chrysler Royals, giving 17 m.p.h. 32- 
volt electrical system, CQs system, hot and cold running water. 
Consult YACHT SALES & SERVICE, Inc., 1528 Walnut St., 
Philadelphia 2, Pa. 
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GORDON RAYMOND 


420 LEXINGTON AVENUE, NEW YORK 17 
Telephone—ORegon 9-2262 





FOR SALE—No. 431. One of the finest ocean racing auxiliary 
yawls available. Custom built-by Henry Nevins without re- 
gard to expense of best materials, double planked, bronze fast- 
ened, flush deck. Completely equipped for cruising including 
hot water system and shower. Dimensions: 64’x13’10"x8’. Never 
before offered by original owner. Consult Gordon Raymond, 
Exclusive Agent. 


YACHTING 


Yacht and Vessel Broker 


& Yacht Management 


Design Consultant 


Member Yacht Architects and Brokers Association 





FOR SALE OR CHARTER—No. 2004. Largest motor sailer of 
heavy wooden construction available. An exceptionally able sea 
boat with twin G.M. Diesel engines, generator and oil stove, 
no gas. Unusual cruising radius of 4000 miles. Accommodates 
8 to 12 persons, ideal for expeditions or world cruising. Dimen- 
sions: 100’x21’6’’x9’. Consult Gordon Raymond, Exclusive Agent. 

















ie 








FOR SALE—No. 132. The Outstanding 12 FOR SALE—No. 


2046. Welded steel motor 





FOR SALE OR CHARTER—No. 139. Center- 


Metre in the Fleet, with modern yawl rig 
and engine installed 1947. Balances per- 
fectly, easy to handle, very well equipped. 
Two staterooms, four berths in cabin, 
Dutch fireplace. Dimensions: 70'x12’6’’x9’. 
In immaculate condition throughout. 


sailer built 1941, Diesel engine 1948. Ex- 
ceptional equipment, automatic steering, 
hot and cold pressure water, tile shower. 
Large steel deckhouse, dual controls. Di- 
mensions: 42’x12’8x5’6”. This boat sails, 
is comfortably arranged and warrants in- 
spection. 


board Yawl 84’x19°x6’ designed and built 
by Lawley, Diesel engine and generator, 
no gas on board. Beautifuly panelled, two 
staterooms, two showers, enormous saloon. 
Two suits sails, stainless rigging, reason- 
ably priced. Consult Gordon Raymond, Ex- 
clusive Agent. 





NOTE—The boat market is generally reported to be inactive: but we do not agree. More than twenty-five of 
our clients, all active yachtsmen and now owning boats, wish to exchange for a larger or a smaller yacht. If 
you will contact us now and state your problem or list your boat, we can probably arrange a swap this spring. 

















FOR SALE—No. 421. Welded steel twin screw auxiliary ketch. 
G.M. Diesels, two Diesel generators, total 13 KW. Large refrig- 
eration, deep freeze, complete electrical equipment. Four state- 
rooms, large saloon and deckhouse. Heavy construction, double 
bottoms, American Bureau Shipping classification A-l1. Dimen- 
sions 81’x19‘x6’4"". Exceptionally fast under sail or power. 


FOR SALE OR SUMMER CHARTER—No. 1154. Twin screw Diesel 
powered Mathis houseboat 98’x18’x4’. Engines, generators, refrig- 
eration, furnishings, all new 1947. Four staterooms, three baths, 
large saloon and pantry on main deck. Superstructure teak. 
Yacht immaculate and finest available. 


FOR SALE OR SUMMER CHARTER—No. 1544. Twin screw weld- 
ed steel Diesel yacht 136’x23’x9’. Two new 500 HP G.M. engines 
installed late 1948, 14.5 knots, long cruising radius—able sea 
boat. Three large double staterooms, one single, four baths, 
spacious saloon, main lounge. Completely refurnished, refitted 
1947—fully equipped, in splendid condition, in Florida. 
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FLORIDA ASSOCIATE = 


STATE ST. 
607 FIFTH AVE. 
RICHARD H. BERTRAM & CO. > 


JOHN G. ALDEN 


BOSTON 
NEW YORK 


DESIGN 
BROKERAGE 
INSURANCE 


CAPITOL 7-9480 
PLAZA 5-6965 
1928 PURDY AVENUE - 


MIAMI BEACH 











ALDEN No. 
cruising cutter, 35’7"x32’x11’2”x5’. Sleeps six. Has 
double stateroom. Beautiful condition. New Gray 
engine 1947. Fine equipment. On Great Lakes. 


600 FOR SALE. Powerful Alden 





Built by Britt Bros. 1940. 


Price $4500. 


ALDEN No. 2274 FOR SALE. Roomy and comfortable 22’ cruising cutter. 
Heavy construction, 


Sleeps four. 
under sail. Gray 4 cyl, motor. Very large cockpit. Location near Boston. 









ALDEN No. 2319. FOR SALE. Unusual sailing 
motor sailer, 42’2”x32’x11’5’x6’, High grade con- 
struction. New 1946, Sleeps six. Galley aft. 6 
cyl, Chrysler motor gives excellent speed under 
power. Location Great Lakes, 





Does well 


ALDEN No. 666 FOR SALE. 
special order,. 41’8”x29’x10’6"x5’8”. 
deck, mahogany planking. Location near New York. Price $14,000. 





ALDEN No. {215 FOR SALE. Rhodes designed 
Little Sister 27’1"x22’1"x8’3"x4’2”. Sleeps two. 
Very high grade boat in best of shape and _ has 
bate equipment, Location near Boston, Price 
$4500. 





tx, ee 


Fast Alden cruising cutter built in 1938 to 
Sleeps 4. Double stateroom aft. Teak 

















Naval Architects 





ELDORADO 5-6850 


TAMS 


INCORPORATED | 
250 PARK AVENUE, NEW YORK 17 


Marine Engineers 


Marine Insurance Brokers 





| 1951 EVERGLADES 
| CONCOURSE 
|| MIAMI BEACH 
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PH—64521 
- $4220 
FLORIDA 


FOR SALE — 1947 
Trumpy, 55’ x 15’ x 4’, 
sleeps six. Large deck- 
house and lounging 
deck. Twin Buda Diesel. 
Lavishly equipped. The 
best small houseboat 
offered on the market 
today. 


Associated with 
CHARLES W. BLIVEN & CO., New Rochelle, N. Y. 











Wt 
C 


NAVAL ARCHITECTS 


ARLES W, BEI 


YACHT BROKERS 


APPRAISALS = 


Yon & CO 


MARINE INSURANCE 


Pershing Square Building, 271 North Ave., New Rochelle, N.Y. 


EVENINGS, SUNDAYS, HOLIDAYS—TEL. PELHAM 8-0687 





#3602—FOR SALE—36’ Chris-Craft sedan, 
1948, twin 130 H.P. Chris-Crafts. New boat 
pemanten. Sleeps six. Now in Florida. A real 
uy. 





ie 


ephone 


NEw Rochelle 2-2066 


CHRIS-CRAFT DISTRIBUTOR 

30’ Single screw, Chris-Craft Sedan, 1940 
46’ Twin screw, fly bridge Chris-Craft, 1947 & ‘48. 
46’ Twin Diesel, fly bridge, Annapolis, 1947, 
55’ Twin Diesel, Trumpy houseboat, 1946. 
60’ Twin Diesel, fly bridge, Annapolis, 1947. 
Complete listings available—send us your require- 
ments. 

We Are Associated With 
Milton Point Boat Yard, Rye, N. Y. 

Hauling—Storage—Repairs 

Florida Associate 


DONALD H. BLISS, MIAMI BEACH 











244033—FOR SALE—40’ Matthews 1947 sedan. 
Twin Kermaths. Plan B, shower, hot and cold 
running water. Extensive extra equipment. One 
of the finest Matthews available, 

















YACHTING 





ELDREDGE-McINNIS, INC. 


MEMBER YACHT ARCHITECTS AND BROKERS ASSOCIATION, INC. 
Tel. HUbbard 2-2910 


YACHT BROKERS 


131 STATE STREET 
BOSTON 9, MASSACHUSETTS 


NAVAL ARCHITECTS 


Left—No. 244—H-28 ketch, designed by Herreshoff 
and built by Hodgdon in 1945. Gray 4/20 engine. 


Two suits of sails. 


Right—No. 5173—Special 1939 Consolidated 39’ 
sedan with flying bridge. New Chrysler Royals 
1947. Sleeps 4 in owner's party plus one in crew. 
Offered at half of reproduction cost. 


Many excellent listings in both Sail and Power for Southern charter 
NEW YORK ASSOCIATE: Wm. R. Potts, Halesite Yacht Service Inc., L. I., Tel. Huntington 273 














SPRAY 


Post designed and built sport fishing boat. Heavy weather hull. 
Good boat for sport sword and tuna fishing. Large lobster well. 
Power driven wild-cat on deck, using V-belt transmission. Very 
comfortable cabin. Boat in excellent condition. 


75’ Consolidated Cruiser in ex- 
cellent condition. Complete 
with oil burning heating plant. 
Boat in wet storage in Vir- 
ginia. 

50’ Schooner-yacht, powered 
with Palmer motor. Needs 
some repairs. $2800. 


28’ “SEAGOIN” Sport Cruis- 
er and Fishing Boat. Sleeps 2 
or 4. Can furnish with flying 
bridge windshield or semi-en- 
closure. Boat used as demon- 
strator about 5 hours. Whole 
outfit like new. 


33’ Owens Sedan Cruiser. New 
1948. Excellent condition. 


“Fire-Ball’ motor. Very fast. 
Used about 10 hours as a dem- 
onstrator. 


27’ “MYSTIC” Islander. Sleeps 
four. Many extras. 


28’ Chris-Craft Hull. Complete- 
ly refinished 1947. No motor. 


15’ Open Launch. Former 
yacht tender. Good rugged 
boat. 


Two slightly used 14’ ‘Kitten 
Klass” sail boats, one sloop 
rigged and one cat rigged. 
Boats and sails like new. Quite 
similar in design to ‘“Brutle 
Beasts” used at Marblehead to 
teach children to sail. 


THE 


WARREN, RHODE ISLAND 


ANCHORAGE 


(TEL. WARREN 0333) 











26’—‘‘Stout Fella Senior’’ built 1946. Gray engine 1947. Boat in 
excellent condition. Priced $3500. 

27’—Rhodes ‘‘Little Sister’’. Teak decks, large sail inventory. A 
bargain at $4500. 

28’—Cape Cod auri-iary catboat. One of the finest and newest 
afloat. Sleeps4. Asking $3500 
—**Stout Fella 33°’ yawl rigged, in like new condition. Very 
complete in every detail. Particulars on request. 

d by Starling Burgess. A cabeiadal boat being 

offered at a price well below replacement cost. Fully equipped 
including cabin a. lace. New rigging, sails and engine. 

33’—Richardson built 1941. Completely refinished, repowered and 
all new equipment 1948. Try an offer. 

38’—Twin screw seagoing cruiser with steadying sails. Over — 
spent on new cea and refinishing last summer. A real 
bargain at $10,000. 


MANY OTHER LISTINGS e MAY WE HELP YOU? 








POWER was VESSELS 





Yacht Brokers Burger Boats Deieciaidiatain 


202 Maxwell Arcade (South Side New Andrews Ave. Bridge) 
Phone 2-3983 Fort Lauderdale, Fla. 





26’ Higgins Sedan Cruiser. 


Member Yacht Architects and Brokers Association 
x 19’ Skaneateles Lightning 
Slightly used as demonstrator. 


Member Southern Yacht Brokers Association 
Class Sloop. Like new. Pere 
17’ Higgins Runabout. Used sigs ’ 
i 18’ Hampton One Design Complete listings of power vessels from 25’ to 150’ to meet your 
only 50 hours. Like new. 


Sloop. Standard and DeLuxe exact requirements. Give size, type, use, sleeping accommoda- 
{0° Mtestns Deuebeut. Grey meds. Lake acw, tions, shower bath essential and other details. 


xx 
FRANKLIN G. POST & SON, INC. 


Listings are desired if they are in good condition. (Pictures please) 
kkk 
MYSTIC CONNECTICUT 


Yachtsmen’s mailport—in one of the largest ici markets in 
the world. 


BROKERAGE CO. 
MAMARONECK, N. Y. Sail and Power 


Phone Mamaroneck 9-0169 


















































McMICHAEL YACHT 


Small Boats 


700 Rushmore Avenue 


CRUISING AUXILIARIES 
#374—25' Dobsol sloop, sleeps four, 
headroom, $3900. 
#444 wa ‘ae | sloop, 1945, two 


RACING BOATS 
+679—Atlantic Sloop, $1650. 
#+67!—Lightning, equipped, $800. 
+668—1948, 210 Class, $2000. 
=614—Racing Snipe +3344, $375. 
+457—Star, Ratsey sails, $450. 


#aas—ane Cabin =p, 1936, $1650. 
#395—36’ Moder Atkin cutter, 


$10,000. 
#378—26’ Stadel ketch, 1941, $4700. 


sm ROWER CUS 
29" chardson, 
A 
+#780—Chris-Craft, 37’, $10,000, has 
#432S—26" Auxiliary 2751-38" Ce a 
sloop $2,950 


$6,000, has t 
invit ted.) win screw, (offer 


SAIL BOATS 
+689—16’ Pennant, $475. 
#653—Rhodes 18’ Sloop, $800. 
+698—31' Victory sloop, $2000. 
+701—Thistle Class sloop, $995. 


Dealer — Cape Cod Sailboats, Hagerty 110's, Thistle Sloops, Beetle Fibreglas Boats, Martin Outboard Motors. 


#664—22 Square 
Metre $2,200 
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CAMDEN, ME. 
V. B. CROCKETT 
Tel.: 2676 


CHICAGO 
KENNICOTT & SUTHERLAND 
717 W. Sheridan Road 
Tel.: Graceland 2-7833 


MIAMI BEACH | 
HOWARD C. BANTIN 
1504 Alton Road 

Tel.: Miami 5-6778 


LONDON 





BOSTON 
ALBERG & BRENGLE 
131 State St. 
Tel.: Capitol 7-2071 







/ BENRY 7. MENEELY &Co, 





PROVIDENCE 
BRISTOL SHIPYARD 
Tel.: Bristol 1572 


Telephone: Essex 7278 ARTHUR C. ROBB 
; 39 Vandon Court 


Yacht Brokerage @e Member Yacht Architects & Brokers Assn. e Marine Insurance 





4-31-1319. Why pay for shiny brass and 
varnish? This sports fisherman is a real 
down East seagoing type 31x10x2-8, built 
in 1948. Universal 6 cyl. motor speeds up 
to 15K. Has a toilet and sleeps two. A low 
price for a good boat. Located in Maine. 


BARGAIN MART 


4-42-1270 42’ Diesel tug. $12,500. 
2-25-113 34’ Alden yawl. $5,000. 
1-24-626 29’ Crocker cutter. $4,500. 





1-23-307A. Built in 1947—first used in 1948. 4-26-1304 26” Chris-Craft. $2,500. 1-22-538. A Stout Fellow Senior built in 
A fast comfortable cruising and racing He ey 14 2 ct: sepengar 000 1947. 27x22x7-4x3-10. Universal Motor, toi- 
sloop 34’x23'4”x8'9”"x5’4”. Universal motor, 4-31-1309 31’ Wheeler. $5,500. ee let, sleeps two. In beautiful shape, one coat 


toilet room, sleeps four, Ratsey sails, hollow of paint and varnish and sail her away 
| i] 1 
spars, large galley, inner-spring mattresses, QUACK! QUACK! QUACK! 


from Essex. There’s another near Prov- 
folding chart table. Fairly priced. Located Duck Island is for sale. idence. They can be handled by youngsters 
near Boston. 


Write us for particulars. but yet are comfortable for grown-ups. 
























Digby 9-1333 


{YACHTS 


Member—Y acht ‘Architects and Brokers Association 


FOR SALE—Lawley built in 1939 and 
Stephens designed yawl of the Voyager 
class, 44’3”x30’1”’x10’7"x6’3”, Fine inven- 
tory of good sails, some practically new. 
A lot of equipment included. 1947 Gray 
Lugger engine with 2:1 reduction gear. 
Sleeps four plugs one crew berth forward. 
Stainless steel rigging, Upholstery and 
Many equipment items new in 1947 and 
1948. Monel galley. Kenyon log. Winter 
cover and frame, Cruising Club measure- 
ment certificate. A beautiful boat at way 
under the cost to build. Ask for details of 
Hale #1650. 


4a 





FOR SALE OR CHARTER——>- 

John Wells designed and 
Julius Peterson built a. - 
twin screw diesel express 

cruiser. Exceptionally finely constructed. Double planked, copper riveted, ma- 
hogany hull. Teak decks. 644” overall length, General Motors 671 diesels 
new in 1948, Accommodations for six in owner’s party, crew of two, Electric 
refrigeration. Hot and cold pressure water system, Hot water cabin heating. 
In commission, Request details of Hale #0587. 


A FEW SELECTED LISTINGS 
Write us for details of these and other yachts 














SAIL POWER 
35’ Week Ender ne 1939 37’ Chris Craft Cruiser 1941 
36’ Atkin Sloop 1941 39’ Consolidated Cruiser 1939 
36’ Geiger Cutter 1935 40’ Elco Cruiser 1947 
40’ Olin oy: Sloop 1948 40’ Chris Craft. Cruiser 1946 
ip Alden Shep i 2 Se Git a 
* Sues Yea mee ds, Annapole Cruioy 46 This beautiful 65’ schooner, now 
52’ Alden Schooner 1932 60’ Twin Diesel Cruiser 1944 ‘ " 
49’ Hand Motor Sailer 1937 84’ Twin Diesel Cruiser 1946 available at very attractive price. 
Miami Office e e 
ROBERT HEARD HALE, INC. C. P. AMORY, Distributor, Inc. 
CAUSEWAY TERMINAL YACHT BASIN ° 
| MacARTHUR CAUSEWAY, MIAMI BEACH 39, FLA. 108 Twenty-Eighth St.. Newport News, Va. 
i Make our office your Miami Mail ‘Port; Fred J. Driver, Jr. Manager 
5 


























YACHTING 








FREDERICK S. FORD JR. & CO. 
YACHT BROKERS 


1622 FORD BUILDING, DETROIT 26, MICH. PHONE WOODWARD 2-7622 


No. 915 59’11” Twin G.M. Diesels 225 ea. No. 627 Elco 53 built 1938. T. Chrysler Royals. 
Built by Consolidated 1946. Accommodations - Fa: Sleeps six. Three dble staterooms. Well 
for 6. Two toilets with showers. Well kept Ate a cared for and in top condition. 

and equipped. : 


No. 925 35’ Aux. Cutter built 
1938. Sleeps 6. Gray 25 H.P. 


motor. Excellent cruising boat. No. 847. 41 


No. 920 26’ Aux. G.M. Diesel mo- 
sloop. Mower de- so tor sailer. Built 


sign. 1933. Sleeps as ae 

two. Much new ad tor new 1948. 

equipment. RE Ample sail in- 
4 me ventory. 





No. 880 99’6” Matthews houseboat. 
IF YOUR BOAT IS FOR SALE OR Sou itty esl Veo ie Gees LET US SUPPLY LISTINGS FOR YOUR 


CHARTER LET US LIST HER NOW. single rooms. CONSIDERATION. 























ROGER M ROW E SRR PRR RR, 
i - f . 27’ 6” Aux. Sloop, 1939. Excellent shee. 
: Sleeps 4. Well found. An ideal boat 
ne el fe : for weekend and_short cruises, $3,800. 
io 36’ Aux. Sloop, 1934. A boat to live on, 
83’ SCHOONER, Steel Hull, Alden designed, Deckhou: ; bg : Fully equipped. Gaff rig. 1948 stand- 
62’ SCHOONER, Alden, 1930, 55 hp. GM Diesel 1946, aft rigged. : 4 4 3 ing rig. Full headroom. Airfoam 
65’-40’ KETCH or MOTORSAILERS, —_— Diesel. , ee — we : mattresses. Sleeps 4 to 6. $3,800 
» Marconi, Alden designe ray 4-5 sleeps eig ; : . , ; : Fey K 
, Marconi, 40 Gray 1942, asking $4500. : oS ” dnt Tasco ee Eo oe 
Marconi, Centerboard, Alden 52 Gray 1944; well found. ‘ rig. 1947. iy 1007 cella: (Good tac 
ND NGS Alden, 1941, Aux., excellent "inventory. j oe i | ing record Asking $5 500 
41'x36’x12’x6’ SCHOONER 1940 Gray 4-40 1947, sleeps four. $7500. ; 1 eY : F seuad —-’ aa 
. Sq. vane oo ak i 1937, pus. ae ee $6500. TARS. + % 42 a ene Gear eee 
0 METRE—8 M —210 an ~ ‘ij en mv aa 4 ak -D. Gré . 
36° itoaee CRUISER SLOOP. Alden 1939, 25 hp. Gra ‘ ie Completely equipped. A real buy at 
35’ WEEKENDER, Sparkman- Stephens- Lawley, 1935, 22 Geo, never raced, g : = } $4,000. 
38’ RHODES WEEKENDER 1941, 22 Gray, well kept up. : pes 45’ Alden Schooner. § Sleeps 6. Stainless 
dl OroUT heLOA t eo 1948, Gt. dates, also 1946, - >) = rig. 8 sails. 1947 Universal. CO2 sys- 
nham Yawl Tay, very Dit Illustrate ag . tem, Fine inventory. Owner very anx- 
31’ MALABAR JR." 1941—ISLANDER GLASS—SOUN D INTERCLUB. eg Roomy 35; An =o ae 
31’x10’x4’2” WINSLOW AUX. SLOOP 1937, fully found. CHESAPEAKE. sae eee eee eaten, ott nel 
29’ MARCONI ALDEN SLOOP 1928, AUX., sleeps four. Sleeps 6 in divided cabins. rg § = 
29’ SLOOP, Casey 1936, 25 Kermath 1947 sleeps four a iary power. Sleeps 5. Stainless rig. 
26’8” STOUT FELLA SR. 1946 16 HP Arnolt 1946. Fully found. Asking $9,500. a a a 
a, oraat ACK, Chesapeake type 1942, 9 hp. engine. $1650. cently PULVEVES BES Onn Aes. A 
LOOP, Marconi Mower, 18 Universal, rebuilt 1947, sleeps two. real buy. Asking $8,000. 


3° ah x8’6"x4’ MARCONI SLOOP, 25 Kermath 1942, very able. 
LUDERS 16—DYER DINK—STOUT FELLA—18’ CAT. HERBERT HAYES YACHT SALES 
POWER 73 Greenwich Ave., Greenwich, Conn., Tel.: Greenwich 8-205! 














150’ LCI Gomera to Car 
150’x27’x12’ STE L HULL “DIESEL VESSEL, used Banana-cargo trade. 4 RS Be SG ra aS SC 
140’ TWIN OreseEL sleeps thirty, nine crew, 3500 cr. range. 

a x!2’ TWIN DIESEL MOTOR YACHT 1938, 6,000 mi. cr. rg. 

112’ M L CONVERSION, 130 Eeepegets, 2-225 Gray Diesels, L 14,000. 

110’ SUB-CHASER—83’ CG CUTTER GM Diesel—85’ and 63’ ASR’s 

70’ TRIPLE DIESEL FLYING BRIDGE SPORT FISHERMAN, Luders 1946. 


70’—60’—55’ TRUMPY DIESEL MODERN MOTOR YACHTS. 

60’ rtuien se 1946, Flying Bridge, 2-225 GM Diesels. 

50’ M TTHEWS, Flying Bridge, 1940, 2-141 Chryslers 1947. é& 

50’ el “c 2-150 Packards 1947, refinished, refurnished, fully found. 

50’ CONSOLIDATED TWIN DIESEL SEDAN 19: 38, complete, Shower. 

46’ onan SCREW SPORT FISHERMAN recently repowered, exceptional. E 

46’ CHRIS-CRAFT FLYING BRIDGE DBLE CABIN 1948, Shower, extras. 

45’x13’x: Hip PARTY FISHING BOAT 1941, 141 Chrysler 1946; seat thirty. 

44’ ELCO, Flying Bridge Dble Cabin 1940, 2-141 gpa gig 

41’ CHRIS-CRAFT SEDAN 1939, 2-130 rebuilt 1947, well k — ee aus 

40’ TWIN DIESEL FLYING BRIDGE DBLE CABIN LUDERS 1947, shower. Listings and Inquiries Solicited. 
CHRIS-CRAFT DBLE CABIN, 1948 and 1947, also 1946, $12,900. 

0’ MATTHEWS 1947, Flying Bridge, 2-141 Chryslers, Shower 


8’ MATTHEWS TWIN SCREW DBLE CABIN 1939, 2-140 — 1948, 

CHRIS-CRAFT SCREW 1948, used little; also 1947. 

MARBLEHEAD Twin Cabin, sleeps six, 145 Gray 1947. MARINE INSURANCE 
HRIS-CRAFT DBLE CABIN 1942, Twin Screw, recently refinished. 


ARDSON SEDAN Ioei, 121. Grav aise 1038°G¢: Lakes SURVEYS e APPRAISALS 


-CRAFT SEDAN 1948, 2-95 oy used little, extras. pies. 
ER JONESPORT 1942 SEDAN; also 28’ 1947 and 28’ 1936 


NIAL 193 a Ry By 1947; sleeps four. Well found. 
s SEDANS. nits SEDAN, 180 bo. Engine, oxtres. einen 271 NORTH AVENUE 
LCO 1947 EXPRESS CRUISER—26’ STEEL CRAFT 194 


cHRIS- CRAFT SUPER DELUXE 1948—1947—1946, A ote a EXPRESS NEW ROCHELLE, N. ¥. 


WESTERN FAIRLINER, Twin Screw, 19417, SHOW BOAT. 


If Your Boat Is For Sale, We Solicit Your Listing Phone N.R. 2-4300 Nights Larch 2-1977 
DARIEN, CONNECTICUT Tel. Darien 5-0990 
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FOR SALE 
STORMY PETREL 


This Alden designed auxiliary 
cutter is the ideal yacht for 
the skipper who craves both 
attractive cruising comfort and 
speed, STORMY, with a typ- 
ical Alden below decks layout, 
is unusually commodious, Two 
built-in berths in main cabin 
and two in stateroom forward 
are augmented by two folding 
uppers in main cabin giving 
accommodations for six. Pres- 
ent owners have cruised regu- 
larly with six aboard. Ample 
stowage space for sails, gear, 
duffel and food. 


39’5” x 29’3” x 10’6” x 5’5” 


RACING RECORD: Winner Chicago-Mackinac (1941) and Port Huron-Mack- 
inac (1946) races. Mills Trophy Race Toledo—-Cruising Class 1945 (2nd in 
1946) Bayview Y. C. all-night race 1946. Detroit River Season’s Champion 
Cruising B 1946. 


SPECIFICATIONS: Alden design built by Graves, Marblehead, Mass. 1937; 
mahogany planked, white oak frames; hollow spruce spars; roller reefing gear; 
hyfield levers for running back stays and main fore stay; halyard & sheet 
winches (Merriman); tracks for jib sheet blocks; self-bailing cockpit with 
bridge deck; Gray 4-22, factory rebuilt 1947, 2:1 reduction gear; Hyde feather- 
ing propeller new 1947; two 30 gal. gas and 40 gal. water tanks, all copper; 
kerosene and electric cabin lamps; two batteries, two generators. 


SAILS: 3 mains; 2 staysails; small, medium & Genoa jibs; 180% spinnaker; 
small spinnaker; sail covers new 1948. 

EQUIPMENT: Complete inventory, including: 8’ pram dinghy, Kenyon log, 
CO2 system, spherical compass, engine tachometer, life rail, life raft, two 
anchors & chain, anchor rode, sheet blocks, clock & barometer, screens, sun 
awning, winter cover; galley completely equipped with Shipmate & alcohol 
stoves, cooking utensils, china & silverware. 


LOCATION: Laid up in Detroit, For complete particulars write. 


E. D. FLINTERMANN 
MICHIGAN STEEL CASTINGS CO. 


1999 GUOIN STREET e DETROIT 7, MICHIGAN 
Or Consult Your Broker 





FREDERICK GADE 
YACHT BROKER 
NOROTON, CONN. 


Telephone: DARIEN 5-1225 


be No. 3849— FOR SALE — Fast 
aux. keel sloop 29’ x 22’6” x 8’ x 
4'7". Designed by Crocker, 
built by Beetle. Mahogany 
planked, bronze fastened, lead 
keel, Teak sole, new sails, 1947. 
4-cyl. Universal. Comfortable 
sunken cockpit—good accom- 
modations for 3. A handsome, 
, able, single-hander. Price at- 
tractive. rs further pteneiien and location consult FRED- 
ERICK GADE, Noroton, Conn. 


No. 13149—FOR SALE—Aux. 
keel cruising sloop 31'x26’9"x10’x 
4'2". Designed by Winslow, built 
by Marblehead Boat Co. Ma- 
hogany planked, copper fastened, 
Gray 4-40. Very complete inven- 
tory including pram. Owner 
cruised 1,500 miles in this boat 
last year. Accommodates four. ama 
6'1” headroom and heating stove. A splendid small cruiser. 
Price reasonable. For further information and location consult 
FREDERICK GADE, Noroton, Conn. 


Many attractive offerings in popular price brackets— 
both sail and power. 


LISTINGS AND INQUIRIES SOLICITED 


























FOR SALE — CHESAPEAKE BAY 
1948 26’ Deluxe Steelcraft, 100 h.p. Packard, used 100 hours, 


extras. $4,600.00 
1949 31’ Richardson Sedan, 128 h.p. Gray, Vee Drive, New Boat. 
$9,650.00 


1948 33’ Maine built Custom Cruiser, best materials, Twin Aces, 
List Price $13,000.00. Sacrifice. $7,500.00 


1947 40’ Elco Express Cruiser, Twin Royals. All desirable extras. 
Cost $32,000.00. $19,500.00 


1948 40’ Chris-Craft double cabin cruiser, twin 130 h.p. C. C. 
Extras. Used 75 hours. $18,500.00 


Many other desirable Chesapeake Bay listings. Give us your requirements. 


ROBERT G. WILSON, JR. 


Telephone—Republic 1484 Yacht Broker 
804 17th STREET, N. W. WASHINGTON 6, D. C. 























J. RAMSEY SPEER, JR. 
Yacht Broker 


POWER e AUXILIARY e SAIL 


18 East Lexington Street 
Baltimore 2, Maryland 
Telephone: Le-1070 

















CAS Cansen’ 


YACHT INSURANCE 


Miami 52 Hieride 


MIAMI 3-5431 


62 Wiliam Lireet 
Now Yoh §NY, 


WHITEHALL 3-7797 
JOHN E. RODSTROM, ASSOCIATE 


REMEMBER, JUST YACHT INSURANCE 




















YACHTING 


M.ROSENBLATT & SON 


NAVAL ARCHITECTS * YACHT BROKERS * YACHT INSURANCE 
NEW YORK 6, N. Y. TEL. BEEKMAN 3-7430 


Brokerage Saavaaent: Miss Linda Wesik; Mr. Arthur A. Barstow 
YACHT INSURANCE © SURVEY é YACHT MANAGEMENT 


CUSTOM BUILT WHEELER SPORT CRUISE R—35’x34’x11’-3”x2’- 10”. 
Built in 1937. Powered with two Chrysler Crown engines, Accommodations 
for five to six. Pressure water in Galley. Boat and engines in excellent 
conditions, Full details on request. 
SAIL POWER 
28’ Auxiliary Sloop—1946 26’ 1948 Steelcraft Sedan Cruiser : . 1 
28’ Sound Saeritee Sines 30’ 1943 Eleo Raised Deck Cruis- 
34’ Alden ‘‘Barnacle’’ Sloop— er. Engine new 1948 
1946 33’ 1947 Wheeler Sedan i aa 
35’ Auxiliary ‘‘Weekender’’ Class 34’ 1941 Chris-Craft D.C. B. 
36’ Casey Auxiliary Cutter—1939 36’ 1941 H. Johnson T.S, eurt 
37’ Alden Auxiliary Yawl—Sleeps Fisherman 
38’ 1935 gg Cruiser. New 
’ Crocker Auxiliary Ketch— engines 1948 
1935 39’ 1946 Consolidated T.S. Sedan 
Alden Hinckley ‘‘28’’ Auxil- Cruiser 
iary Yawl—1947 40’ 1947 Elco T.S. Sedan Cruiser 
’ Rhodes Auxiliary Ketch—1936 40’ 1947 Elco T.S. Sedan Express 
Alden Auxiliary Schooner 45’ 1929 Humphreys D. C. E. B. 
Diesel Motor Sailer, Priced 48’ 1937 Elco Twin Screw Diesel 
low. Cruiser 
Alden Auxiliary Schooner 52’ 1946 Dawn T.S. Flying Bridge 
’ Herreshoff Auxiliary Yawl— 


1 
Hand Motor Sailer 


EXCEPTIONAL DIESEL CRUISER—57'x54’x13'- 6”x5’. Seitensd and built 
by Annapolis in 1941. Accommodations for six. Shower. Two G.M. Diesels, 


new 1946. Ship to shore; R D F, etc. Completely equipped. Full particulars 
on request. 2 





Cruiser 
55’ 1946 Trumpy Diesel Houseboat 


HANDSOME AND ABLE Ald 
56’ 1940 Consolidated T.S. Diesel : “3 


BEAUTIFUL AND FAST MAR- 
CON! YAWL—54’x40’x12’x7’. Com- 
fortable accommodations for six in 
owner’s and two in crew. Teak decks. 
Gray 4-52 engine. Very large sail 
inventory. Completely equipped. 
Must be seen to be appreciated. Full 
particulars on request. 


Lawley built Auxiliary 
Schooner 
Paine Auxiliary Sloop—1937 
72’ Herreshoff Auxiliary Marconi 
Ketch—1936 
77’ Diesel Steel Ketch—1947 
109’ Herreshoff Diesel Schooner 
134’ Diesel Steel Schooner 


Cruiser 
§7’ a Annapolis T.S. Diesel 
Flying Bridge 
64’ 1946 — build T.S. Diesel 


Cru 

80’ 1947. a T.8. Diesel 
Houseboat 

85’ 1926 Wells Diesel Yacht 


Auxiliary Schooner—60’x13’-6”x8’-6”, 
New Sails and Gray engine in 1948. 
Sleeps nine comfortably. Well 
equipped and reasonably priced. Full 
details on request. 


BE SURE TO INSURE—SEE US ABOUT PROTECTING YOUR BOAT FOR THE COMING SEASON 
MEMBER YACHT ARCHITECTS & BROKERS ASSOCIATION 


DISTINCTIVE POWER & SAILING YACHTS FOR THE PAST 40 YEARS 


B. S. CURRY 


Yacht Designer and Broker 
Specializing in Shoal Draft 
Essex, Conn. 


SIC Nia Ole 








DUNHAM SHIPYARD & SALES CO., INC. 
435 CITY ISLAND AVE., CITY ISLAND 64, N. Y. 


Office Phone: CITY ISLAND 8-1866 
Evenings: LARCHMONT 2-1686 


FOR SALE 


54’ A.C.F. Bridgedeck. Twin 1947 Royals. 

48’ Elco Bridgedeck. Twin Diesels. 

46’ Chris Craft 1947 Fly Bridge. Twin 160 h.p. 
42' Owens 1947 Bridgedeck. Twin Crowns. Sacrifice. 
42' Wheeler Sunlounge. Twin 1947 Royals. 

40’ Chris Craft 1948 Double Cabin. Twin 130 h.p. 
40’ Consolidated Sedan 1946. Twin Crowns. 

38’ Chris Craft 1940 Double Cabin. Twin 130 h.p. 
35’ Elco 1947 Sedan. Twin Crowns. 

34’ Chris Craft 1948 Express. Twin 130 h.p. 

33’ Chris Craft 1948 Enclosed. Twin 95 h.p. 

27’ Chris Craft 1948 DeLuxe Enclosed. 130 h.p. 


DISTRIBUTORS — CHRIS-CRAFT — CRUISERS 
1949 MODELS TO 46’ ON DISPLAY 
Branch Showroom—50 Post Road, Larchmont, N. Y. 


9 Kings Lane Phone 7-1057 


CENTERBOARD AUXILIARIES ARE in demand. 
Is your boat for sale? Shoal draft? 
Why not list with us? 


27’ C.B. Cat, 1946 rebuilt Crosby, sleep 2, 24 HP, $ 2,250. 
23’ C.B. Sloop, 1936 Crocker — Lee, sleep 2,14 HP, $ 2,500. 
29’ C.B. Sloop, 1941 Hodson, hdrm., sleep 4, 16 HP, $ 5,000. 
30’ C.B. Sloop, 1985 Ches. Bay built, sleep 4, 25 HP, $ 1,500. 
35’ C.B. Yawl, 1920 roomy & complete, sleep 6, 30 HP, $ 4,900. 
38’ C.B. Yawl, 1903 Herreshoff, sleep 3, 5 HP, $ 2,780. 
42’ C.B. Ketch, 1927 Alden — Biglew, sleep 6, 45 HP, $12,000. 
52’ C.B. Ketch, 1931 Monroe-Kennedy, sleep 6, 30 HP, $20,000. 


SEND US YOUR REQUIREMENTS 




















RICHARD H. BERTRAM & CO. 


1928 PURDY AVENUE TELEPHONE 5-0622 or 5-5387 


YACHT BROKERS’ e 


MIAMI BEACH, FLORIDA 
YACHT INSURANCE e YACHT MANAGEMENT 


1947 ANNAPOLIS ‘47’. Two double state- hull. Accommodations for 4 with shower. 
rooms, shower. Double planked hull. Asking Excellent condition and reasonably priced. 


$30,000. 55’ 1946 TRUMPY. These cruising house- 





FOR SALE—42’ CONSOLIDATED SPORT- 
FISHERMAN built 1947. Very well equipped 
including electric refrigeration. Speed 22.6 
knots. Open to offer. Two similar post-war 
Consolidateds also available. 


HUCKINS PISCATORY 45. Automatic 
pilot, RCA Radiotelephone and Direction- 
finder. Beautiful condition. 

HUCKINS OFFSHORE 48. Sustained cruis- 
ing speed of 21 knots with Diesel power. 
50’ 1947 BURGER. Flush deck cruiser to 
please the most discriminating yachtsman. 
Exceptionaily roomy. 600 mile cruising 
radius. 


51’ 1938 CONSOLIDATED. Double planked 


boats are the ultimate in comfort afloat. 
For sale or charter. 


60’ 1946 CONSOLIDATED FLYING 
BRIDGE CRUISER. One of the very finest 
cruisers available and fully found. 

69’ 1940 TRUMPY. Three double staterooms 
and two baths. Very well cared for. For 
sale and charter. 

70’ 1989 ANNAPOLIS. In commission and 
in excellent condition. For sale or charter. 
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1949 





COLONIAL cruisers 


44’ Sparkman Stephens designed yawl built 
1939 by Lawley and kept in immaculate 
condition. Has double stateroom, two berths 


Large inventory of cruising and racing sails 
and very complete equipment. Has new 
1947 Gray engine. A quality boat through- 


Agents for 


INCKLEY auxiliaries 


THE PHILADELPHIA YACHT & AIRCRAFT AGENCY 


WALLACE & WARNER BLDG. 
LINCOLN HIGHWAY AT MARTIN AVE. 
BRYN MAWR, PA. 


Phone 
BRYN MAWR 
3540 


PLEASE NOTE OUR NEW ADDRESS 


We have moved from the center of city and now have fresh, clean and quiet quarters in the Philadelphia 
Suburbs. The Wallace & Warner Building is located on Lincoln Highway in Bryn Mawr, twenty minutes 
from downtown Philadelphia by car or suburban train. We now have bright sun, clear air, and a most 
pleasant place to entertain our friends and customers. Come and pay us a visit! 





4-62-148 


2-30-27 


main cabin and crew space for one. 


very modest figure. 


62’ Flying Bridge twin diesel cruiser de- 
signed by Geiger and built by Hubert John- 
son in 1940. Accommodations for five in 
owners party and two crew. This vessel will 
need some refinishing and is for sale at a 





1-28-58 
40’ Alden designed and Hinckley built 
cutter new 1947 and in perfect condition 
today. Has full inventory, nylon sails, radio- 
telephone, ship to shore radio, roller reef- 
ing gear, life lines and every conceivable 
extra. Accommodations for two in main 
cabin, two in private stateroom and one 











20’ 





FAIR HAVEN, N. J. 


SEUIMLEEIEIIIINE 5g cia Gielniese'c\e a'0.4,0r6. stein 'acalw ora\e e/a ole ¢v.eiuinie, <i) WO 
OOD ine et NAB. sooo. vase oo c- beers ais eee were 1,800 


FAIR HAVEN YACHT WORKS 
Phone Red Bank 6-3010 




















1928 PURDY AVE., MIAMI BEACH Phone 50622 








ORATION <5 
> 
HINCKLEY SOU’WESTER 
Custom built in spring 1948. Head 
specially designed with two doors, 
one opening into the forward state- 
room and the other opening into 
the main cabin. Teak decks, 
stainless rigging, cockpit cushions, 
roller reefing, reel winches, nylon 
working sails, genoa and spin- 
naker, awning, 12 volt system, 
monel galley, electric running, 
spreader, and masthead lights, 
stainless life rail, monel stem- 
head rail, Kenyon, large spherical 
compass, Harvey-Wells Radio-tele- 
phone with broadcast band, Dyer 
Dhow midget sailing dinghy, clock 
and barometer set and many other 
special items. Owner has pur- 
chased larger boat. In commission 
Miami. Inquire your own broker 
rs 


RICHARD H. BERTRAM CO 




















out. crew. An excellent cruising or racing vessel. 
PERSONAL ATTENTION GIVEN TO LISTINGS AND INQUIRIES 
33’ ’48 Model Owens, like new, completely repainted, with 
Twin Plagehings -Wiany extras... 555s haces $ 8,000 
26’ ’47 Model Steel Craft, Sedan Model, lots of extras..... 3,600 
27’ Owens ’48 Model 1-Cabin, many extras................ 3,600 
27° Owens ’48 Bode, NES NOW « o..6.6 ccc ceseccoune coses, 4000 
SO? Barty, anise eee. (2 'a\01s.0.6 aie-cic aisles s-e'6.ane'seerecice pies sane | 
63’ Houseboat, very fine condition, built 1930............. 25,000 | 
24’ Fisherman, new ’48, Universal 6-90............ aatviavclene? Clee I, 
SO? GRE BIRO) AOD. 6 ooo oid 0d drcc'sn abweciceccs'scccese. pane : eo 
26’ Sea Bird Yawl, new 47, 4 cylinder auxiliary ececee coos | Synge | CROSBY BUILT SEA BIRD TYPE 
27’ Manchester Sailboat. ...... Sravaleieie'e'e clemieievetere ers bine aieceier) Renee | YAWL 30’x26’x9’6’x3’9”. Has lead 
28’ Chris-Craft, many .exttasS........0.% a cae Mate Oteris-c lel ets ce, | Keel, Gray 4-22 motor. Cruising ac- 
54’ Consolidated Single Screw Yacht........... aiilelejersieis ere 9,000 | commodations for 3, airfoam mat- 
Gray G14 MOILGr, TOVED CUD 6 <.o0:00%-ccsecsiciesces 60.05.0010 750 sagen Mlorggeradt — ay hang 
50’ Robert Jacobs Built Yacht, twin Petrols, very fine shape | pg area bit ote Sle 


Asking $4000 will consider any rea- 
sonable offer. No. 3967. 

WARNER MOTOR SAILER 30’x27’2”x10'3"x4'3” built °47 of 
selected quality materials. Accommodates 4 aft and crew 1. Gray 
6-244 motor. Has cruised to Florida and Nassau. Well equipped 
and in new condition. Further details on request. No. 4534. 
SPARKMAN & STEPHENS MARCONI SLOOP—31’'x23'x8’'6’x 
4’10”. Built 1939 and used very little. Excellent condition. Ma- 
hogany planked, teak cockpit. Gray 4-22 motor new 1948. Sleeps 
8. An attractive and smart sailer. No. 4557. 

DESIRABLE SHOAL DRAFT MARCONI CRUISING KETCH. 
Diesel powered. 52’x40’x13’8”x5’2”. Accommodations for 5 aft and 
crew of 2. Beautifully built and maintained. Well equipped. Fair- 
ly priced. No. 4604. 

ALDEN MALABAR JR. GAFF SLOOP. 29’5”x23’x9’9"x4'11": 
Accommodates 3, with toilet and galley. New 4 cyl. Lathrop motor 
*47. New standing rigging ’48, new sails ’45. Asking $2850 for 
prompt sale. No. 4637. 

MATTHEWS CRUISER 46'10"x46’x11'x3’2” built 1937 and repow- 
ered 1947 with twin Chrysler Royals. Accommodates 6 in owner’s 
party and separate crew quarters. Asking $15,000. No. 3707. 
TWIN SCREW CHRIS CRAFT built 1936. 31’x10’6”x2’6”. Two 175 
H.P. Chris Crafts. Sleéps.6, complete inventory. A good buy with 
asking price of $5500. No. 4588. 


WINTHROP L. WARNER 


Naval Architect, Yacht Broker, Marine Insurance 
114 College St., Middletown, Conn. Tel. 344 





Southern Representative—D. W. Grover, 2510 S.W. 27th Lane, Miami, Fla. 
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YACHTING 





CHARLES PETZOLD & CO. 


1! BROADWAY, NEW YORK CITY Whitehall 3-6492-3 


NAVAL ARCHITECTS « YACHT BROKERS 
MARINE INSURANCE MARINE ENGINEERS 


OVER 200 FINE 
YACHTS LISTED FOR 
SALE OR CHARTER 


#5440 FOR SALE 90 ft. twin Diesel luxury yacht Luders built. Three 
doubles and 2 single staterooms, three baths. Separate crew quarters, 
dining saloon, lounge, sun deck. Newly furnished. Two launches, In beauti- 
ful condition, economical to operate, ready to go. 


#5413 FOR SALE 42 ft. triple cabin Owens cruiser, Chrysler Crown 
engines, sleeps 7, 2 baths. Extra reinforcements fitted in hull, Has 
had excellent care and in best of condition, Nicely furnished. 




















= 


ALDEN 32 Ft. AUX. SLOOP 


4 


Boat has been completely reconditioned. Powered with Chrysler. 
Royal 8-cylinder motors, completely rebuilt. New furniture in- 
stalled. Has phone set, radio compass, spherical compass, Zenith 
radio, Pram type dinghy and many other extras. Boat built of 
pre-war lumber, marine hardware and equipment. This is a truly 
beautiful yacht and must be seen to be appreciated. 





FRANKLIN G. POST & SON, INC. 
1 WASHINGTON ST. MYSTIC, CONN. 




















NEW BEDFORD 29 


Small sister of the famous New 
Bedford 35’s. Designed by S. S. 
Crocker and built by Beetle Boat 
Co. in 1941. Comfortable cockpit, 
full headroom below, sleeping ac- 
commodations for four, toilet, ice 
box, stove, sink, 1948 nylon sails 
excellent, four cylinder engine 
new 1947, lead keel, mahogany 
planking, bronze screw fasten- 
ings, canvas deck, teak cockpit 
and cabin floor, mahogany trim. 





L.W.L. 22-6 Beam 8-4 
Built 1940 
2 Suits racing sails, 1 suit new 
FAST & ABLE 
Fully Found — Accommodates 4 


For Sale Thru 
MOUNT DESERT YACHT YARD, INC. 
Yacht Brokers MT. DESERT, ME. 


Draft 5-2 


A remarkably able and well 
worked out small cruiser. Owner 
has purchased larger boat. 


-— For Sale $6500. Inquire 
CONCORDIA COMPANY, INC. 
South Dartmouth, Mass. Phone New Bedford 5-7630 





















































FRANCIS DEARS sm 
1200 East Las Olas Blvd. 
FORT LAUDERDALE, FLORIDA 


OTHER FINE 
YACHTS 


Yacht Broker 
Tel. 2-3661 


#S8.G-6503. Diesel pow- 


#H.W.-9703. 977 MATHIS Houseboat. Twin 165 h.p. G.M. 
Diesels 1948. Teak houses. Three double, one single 
staterooms, three showers, one tyb. Boat in top yacht con- 


dition and beautifully equipped.” In commission for SALE 
or CHARTER in FLORIDA, 





69’ TRUMPY H.B. 1940. 
57’ Fly br. ELCO. 
57’ Fly br. ANNAPOLIS. 


56’ CONSOLIDATED 1940. 


53’ Fly. br. ELCO. 

52’ Fly. br. DAWN. 
52’ Diesel WHEELER. 
50’ Diesel MATTHEWS. 
57’ C. B. Schooner. 

53‘ ALDEN Ketch. 

52’ ALDEN Schooner. 
36’ Aux. Yawl 1947. 


ered Schooner 65’x54’x17’x 
8’. Designed by MUN- 
ROE and built at Symon- 
ette Shipyards, Nassau, 
B.W.I. 1939. Long leaf 
yellow pine planking, 
horseflesh frames. Excel- 
lent accommodations for 
six in party and two crew 
Equipment included gas 
range, electric refrigera- 
tor, deep freeze, ship-to- 
shore. Inspectable NEW 
YORK. 


ONLY THE FINEST IN YACHTS 
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FOR 


112’ x 84/4" x 24'6" x 13’ 


369 Lexington Avenue 

















R SALE 
LARGE SCHOONER YACHT 





If interested communicate with 


A. L. HASKELL, Room 1902 


Or your own broker. 


“VALOR” 


During War made seven trips to 
South America. Sailed to Azores 
as underwater detection experi- 
mental ship for U.S. Navy. Re- 
stored to yacht 1946. New GM 
Diesel 1946. Two double, three 
single rooms with four toilet 
rooms, including showers in 
owners quarters. Three addi- 
tional showers in captain and 
crew's quarters. 


3400 gallons fuel oil 
4000 gallons water 


Wonderful sea boat 
Wonderful sailer 
Can go anywhere 


-New York 17, N. Y. 


























ERDMAN AGENCY 
Boats and Aircraft 
Est. 1946 1 Lewis St., Hartford 3, Conn. Phone 2-6942 


1946 Alden-Hinckley 41’ aux. yawl, built of oak, cedar, teak, mahog- 
any, lead, bronze, Everdur, and stainless steel, She is in tip- top shape 
having been used very little. Fully found, located Maine, $15,700. 


1925 Alden Malabar, Jr., 2914’ gaff sloop, new 4 cyl. Lathrop 1947, 
sleeps 3, Connecticut, ‘try $2500. 


List good boats with us for action. If you are chartering in 1949, we 
have an excellent fleet available. 
Hartford: Fairfield: 
Albert W. Erdman, Jr. William H. Gref 
William F. Slaymaker Tel: 9-2262 
Thomas C. Beach 
Saybrook: 


Baldwin Bridge Yacht Basin 
Tel: 977-J1 














MASTERSON & SCHLEGEL 


INCORPORATED 


25 BROAD STREET, NEW YORK 4, N. Y. 
























FOR SALE—(Brand new Ma ~ j 1948) 40’ Matthews Twin Screw Sedan 
Cruiser—with shower bath and many extra’s. A good buy. Masterson & 
Schlegel inc., 25 Broad St., New York 4 


NAVAL ARCHITECTS e YACHT BROKERS 
ALL TYPE VESSELS FOR SALE OR CHARTER Tel.: HA 2-0074 
§ Send Us Your Requirements 

\T_< MEMBER YACHT ARCHITECTS AND BROKERS ASSOCIATION 


rae 









































FOR SALE 10 metre Cutter FREEBOOTER II, ex Narcissus. 

58’ 10’x36’0”’x10'6"x7’6”. One of the Burgess 10 metres, 
built in Germany by santine & Rasmussen. In sound well-maintained con- 
dition. Mah lete racing & cruising canvas, {1 pieces, 
nylon, 1946. Stainless steel ee rigging, new bronze turnbuckles, new 
Gray 62 hp engine, 500 watt Onan generator. Hull & bright work wooded 
in 1947. Sleeps 6, with private stateroom, two heads. This boat has been 
professionally maintained, and is now being commissioned here in Inside 
storage. Price $10,000. For inspection or further details consult 


JAMES H. FAHEY & CO. 


Yacht Broker 
664 N. Michigan Ave. CHICAGO 11 














































YACHTING 








JOHN WELLS} 


515 MADISON AVENUE 
AT EAST S3rn STREET, 
NEW YORK- 22-NY- PLaza8-1065-6 

















IAVAL ARCHITECTS 


MARINE BROKERS 
INSURANCE 
MARINE ENGINEERS. 
















We are offering an unusually attractive group of boats for both sale and charter, including cruisers, houseboats, auxiliaries, motor sallers. Class and Metre boat of every size 
and description, A few are listed below. If these are not of interest, let us have yourréquirements. We will gladly forward you descriptions and photographs of suitable craft. 


POWER 
57’ T.S. Elco Cruiser 

60’ T.S. Grebe Diesel Yacht 
68’ T.S. A.C.F. Cruiser 

70’ T.S. Diesel Houseboat 


POWER 
34’ T.S. Double Cabin Chris-Craft 
34’ T.S. Richardson Sedan Cruiser 
42’ T.S. Owens Three Cabin Cruiser 
46’ T.S. Diesel Fairform Flyer 


MR. HERMAN JAGLE 
Brokerage Department 


SAIL 
27’ Auxiliary Keel Sloop 1939 
28’ Auxiliary Hinckley Sloop 1946 


% 77’ T.S. Diesel Yacht 31’ Auxiliary Keel Sloop 1937 
48’ T.S. Sport Fisherman 85’ T.S. Diesel Yacht 36’ Auxiliary Keel Cutter 1935 
48’ T.S. Eleo Sedan Cruiser 85’ T.S. Diesel Houseboat 63’ Auxiliary Keel Cutter 1937 
48’ T.S. Elco Diesel Cruiser ree 66’ Auxiliary Keel Schooner 1928 

, i , 87’ T.S. Steel Diesel Yacht 78’ Auxiliary Keel Schooner 1923 
oe sp ao tliat 95’ T.S. Diesel Houseboat 35, Auxiliary Keel Yaw! 1920 

1d. ’ i ’ Auxiliar eel Yaw! 

53’ T.S. Eleo Cruiser voila aipesranenpaaeiieitl 64’ Auxiliary K & CB Yawl 1939 
54’ T.S. A.C.F. Cruiser NUMEROUS OTHER YACHTS OF VARIOUS 41’ Auxiliary CB Ketch 1927 


58’ T.S. Diesel Yacht 


SIZES UP TO 250 FT. IN LENGTH 46’ Auxiliar 


Keel Ketch 1946 


65’ Diesel Motor Sailer 1936 






































































?Why Ore? CHARTER A Yacht! 


(Season or Less) 
e for Business Entertaining 
(The New, Smart Way) 
e to Keep Sailing—if ownership 
is expedient 
e@ to make Yachting a “Calcu- 
lated Expense” rather than an 
“Unknown Risk” (by the sea- 
son, it costs Jess than Owning) 


Doubting Thomas? 


Glad to show you 
rIENRY BAAT. INC. 


Marblehead, Mass., 1005-W 





Inquire NOW, May and 
September rates are 
only about half the 
August rates. 








“KNOW THE BOAT’S CONDITION BEFORE YOU BUY” 


WILLIAM F. CAESAR 
Yacht Surveyor — 


48 Tier Street, City Island 64, New York City 
Phone: City Island 8-1325 Marine Underwriters Surveyor 














RUSS COLLINS 
Yacht Broker 
LIGHTNINGS and CLASS SLOOPS 


3901 214th STREET BAYSIDE, L. L, N. Y. 
Tel: BAyside 9-1223 











FOR SALE 


1947 Hinckley Sou’wester— 
perfect condition, one owner, 
large sail inventory, excellent 
care slightly used. At two 
thirds of her replacement cost 
in commission this spring. 
Delivery can be arranged 
anywhere either.by truck or 
on her own bottom. 

1948 Elco 40 absolutely per- 
fect, better than new condi- 
tion, twin screw, one owner, 
used very little one season, 
owner selling only to go into 
sail, many extras—available 
at two thirds her replacement 
cost. 

1939 CHRIS-CRAFT 36’ D.C. 
single screw cruiser sleeping 
six—one owner, excellent con- 
dition & fine care make this 
a real buy at half her replace- 
ment cost, 





For Further Details Inquire 


Dealers For 
Elco Cruisers 


Richardson 
Cruisers Marine Service— 
Shepherd INCORPORATED Railway & Stor- 
Utilities Caw. 
Skaneateles rage ure 
eee CHAUMONT, N. Y. fee 

























































OPPORTUNITY! Famous “Duch- 
ess” Auxiliary sloop 26’ x 6’ 8". x 
4’'2” built entirely of 4 inch 
aluminum non-corrosive alloy 
with the strength of steel. Mast 
and boom of aluminum, rigging 
stainless, cockpit  self-bailing. 
Cabin has two berths, toilet, 
galley. Equipment includes: 5 
HP Johnson set in cockpit well, 
fenders, cushions, anchors, lights, 
m, speedometer, compass, Mainsail, 
| Jib and Genoa. These boats are 
exceptionally fast and stiff, eco- 
nomical, smooth and tight as a 
bottle and must be inspected 
to be appreciated. Near New 
York. Price $3800. 


GORDON RAYMOND 


420 LEXINGTON AVENUE, N. Y. 17 
TEL. OREGON 9 - 2262 





Exclusive Agent 











A. M. DEERING 


Naval Architect 


Specializing in Sail and Power Boats for Business or Pleasure 


Yacht Broker 228 N. La Salle St. STate 2-8932 
Marine Insurance CHICAGO 1, ILL. Cable: AMDEER 




















HENRY M. DEVEREUX 


Naval Architect 


88 CITY ISLAND AVENUE, CITY ISLAND 
NEW YORK 64, N. Y. 
Construction Conversions Alterations 





















GEERD N. HENDEL 
Naval Architect 
YACHTS AND COMMERCIAL VESSELS 
Specializing in Aluminum Alloy Yacht Construction 
CAMDEN, MAINE, Tel. 3097 























DAIR N. LONG and ASSOCIATES 
Naval Architects and Marine Engineers 
1209 Coast Highway 
NEWPORT BEACH, CALIFORNIA 
Telephone: Beacon 6254-R 
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FOR SALE—No. 2024. This unusually good seaboat is worthy of 
the experienced yachtsman’‘s attention, due to her husky construc- 
tion, heavy duty Cooper-Bessemer diesel engine and long cruising 


radius. Dimensions: 


. others stay.in port. 


60’ x 14’ 7” x 5°6”. She will go when the 


Accommodations include two double staterooms with access to 
protected cockpit, large bathroom with shower, exceptionally large 
deckhouse, Monel finished galley, deep focsle and enclosed pilot 


house. Equipment: 


radio-telephone, direction finder, 


Frigidaire, 


electric toilet, electric windlass, hot and cold running water, 
steadying sails, inboard power launch. This vessel in first class 
condition in all respects. Reasonably priced. 


Consult 


GORDON RAYMOND 
420 LEXINGTON AVENUE, NEW YORK 17 
Telephone ORegon 9-2262 


Member Yacht Architects and Brokers Association 

















The DAUNTLESS SHIPYARD, Inc. 
ESSEX, CONNECTICUT. Phone, Essex 7483 
Inspectable in our Yard except where noted. 





26’ Wheeler Playmate Chrysler Royal 1947 

27’ Owens 1948 Sedan Cruiser. (Stratford) 

30’ Elco 1948 Sport Cruiser. Twin Crown’s (Saybrook) 
33 Owens 1947 Two Cabin. Chrysler Crown 

33’ Richardson Twin Gray Express Six-226 1948 

35’ Wheeler Twin Chrysler Ace’s 

36’ Marblehead Flying Bridge, Chrysler Royal 1946 
38’ Mathews Chrysler Royal 2 to 1 Reduction 1946 
40’ Wheeler Twin Crown's 2.65 to 1 Reduction 

40’ Chris Craft Challenger Twin C C’s (Stamford) 
49’ Huckins Fairform Flyer GM 6-71 Diesels (Erie, Pa.) 
70’ Auxiliary Schooner Buda Diesel 

L-16 Luders Sloop, Outboard, Many Extras 

16’ Scow 6’ Beam Jib Headed Cat Rig. Bargain 





New York City, Westchester and Lower Conn. Representative: 
EARL B. CAPRON, 301 Reed St., Stratford, Conn. 
Tel. Bridgeport 7-5374 











* 


OWENS 40’ CUTTER ~ 


SASHAY 


One of the Owens boats of 
fame... 406" LOL... 
built 1946 . . high grade 
specifications of construction 
and finish . . . lead keel. . 
mahogany planking . . . ever- 
dure fastenings . . . teak decks 
.. Spruce spars . . . stainless 
rigging . . . complete sail in- 
ventory . . . powered by Gray 
191... all in excellent con- 
dition . . . a splendid buy for 
the particular yachtsman .. . 
competitively very fast .. . ex- 
cellent racing record . . . large 
galley . . four comfortable 
berths . . . amazing room and 
comfort in large cockpit and 
cabin . price $10,800— 
afloat Balto. 


Rd., Baltimore 22, Md. 








The author, a noted British yachtsman and authority 
on racing yachts, has rendered a service to all sailors of 
small centerboard boats by putting into book-form his 
observations on helmsmanship, weight distribution, hull 
and gear maintenance, and planing. 


“Every now and then a classic work is written, 
but it happens so seldom that when one does 
come along it is unmistakable. Ian Proctor’s 
book on racing dinghy handling is one of them. 
I strongly advise all racing yachtsmen, both 
helmsmen and crews to read this book.’—The 
Yachting World, London 


RACING DINGHY HANDLING is a book which has 
been hailed by skippers and crews of this popular and 
growing fleet of yachts in this country and in England. 
Illustrated. $3.00 


YACHTING—Book Department 
205 East 42nd Street, New York 17, New York 


Send me ...... copies of RACING DINGHY HAN. 
DLING @ $3.00 per copy. 


coe ee eee eer eceeeeeeeer eee sreeeresreseereeseeseseeeeeee 


CCCCHCHH COLE ECE HOO ES CLC ECE C EHH OOS HO CERES EO OS OCESECS 


ee ee ee ee ee ee ee ee ee ee ee er 


Remittance enclosed [J Send C. 0. D. 0 
(Residents of New York City, please add 2% sales tax) 




































FOR SALE 


MOTOR YACHT, built 1936. superb 
condition, Overall length 50 feet, 
beam 14% feet, twin 145 hp, Sterl- 
ing engines, copper fuel tanks, top 
speed 18-20 knots. All copper fit- 
tings, new wiring throughout, con- 
structed of Philippine Mahogany. 
Excellent accommodations for six. 
Very fine galley with unusually large 
icebox, china, pots, pangs and new 
stove. Electric generator, ship-to- 
shore telephone,- portable battery 
radio, rugs, chairs, mattresses, pil- 
lows, covers, etc. Located near New 
York. Box No, 405, care YACHT- 
ING, 205 East 42nd St., New York 
(7, MY. 

















RAISED DECK 
CRUISER 
Custom built 1946. Designed by 


Eldridge McInnis. Built by 
Palmer Scott. 38’x10’x3’. Beau- 
tifully appointed. Plastic cov- 


ered airfoam cushions and 
bunks. Toilet, galley, sleeps 
two. Grand fisherman teak 
deck. Aux. generator. Auto- 


matic bilge pump. 250 hp. Hall 
Scott Invader. Most unusual 
boat. Location New York. 
J. W. COCHRAN 
DIXON, ILLINOIS 


* 
For Your Bookshelf WANTED 

RACING DINGHY HANDLING SEVEN SOLVENT 
decane dicaniaieiinas tbr eet es 


Hand Jr. and built in 1938. 
New interior, engine, electric 
refrigerator, generator, sails, 
etc. in 1947. She is very com- 
fortable & very able. I can’t 
afford to keep her and most 
real sailors can’t afford to buy 
her. Are there seven qualified 
skippers who would like to buy 
a one eighth interest in her 
and have the exclusive use of 
her for six weeks a year? 
(North in Summer, Florida in 
Winter.) $2,000 would buy a 
% interest in her, and $500 a 
year from each of the eight 
skippers (counting the writer) 
should keep her insured and 
well kept up even under exten- 
sive usage. 

If really interested, write Box 
402 care YACHTING, 205 East 
42 St., N. Y. 17, N. Y. for the 
details. me 




















39° 1938 
GREBE CUTTER 


FOR SALE IN CHICAGO—39’x31'x 
10’9”x6’3” Cutter designed and built 
by Henry C. Grebe & Co., custom 
yacht builders, to the highest speci- 
fications. 22,0004 displacement. Hon- 
duras mahogany planking, bronze 
fastened. Natural mahogany interior. 
Gray engine. Ample inventory of 
good sails. Monel galley. Sleeps 
four, with stateroom forward. Fully 
found yacht condition. Yacht de- 
scribed in Yachting’s book 
New Boat’’ under ‘‘a 39 foot cut- 
ter.’”’ Full description and inspec- 
tion from 


JAMES H. FAHEY 
Yacht Broker 
664 N. MICHIGAN, CHICAGO, 11 
Phone Superior 7-9046 


“Your 





























YACHTSMEN’S 


SWAP CHEST 


Exclusively for Yachtsmen: The 
policy of the “Swap Chest” is not 
to accept advertising from business 
firms, dealers, manufacturers or 
other commercial vendors. 


Copy Rules: Advertisements from 
individuals of used boats, used en- 
gines or other used equipment, etc., 
for swap, resale, wanted or charter. 
All advertisements accepted at pub- 
lisher’s option and must be signed 
with name and address. No YACHT- 
ING Box Numbers in “Swap Chest” 
columns. 


Closing Date: Advertisements are 
not acknowledged. They are printed 
in the first issue to go to press after 
their receipt. However, if received 
after the third of any month they 
may be printed in the second follow- 
ing issue. 


Rates and Terms: ‘‘Swap Chest” ad- 
vertisements are published at 20 
cents per word including name and 
address, with a minimum charge of 
$4.00. Check or money order in cor- 
rect amount must accompany the 
advertisement. 


Send your advertisement with your 
remittance to SWAP CHEST, care 
YACHTING, 205 East 42nd Street, 
New York 17, N. Y. 


For Charter: beautiful 35’ modern 
sloop, four bunks, enclosed toilet, two 
cabins, new engine, fully found. 
Available June-July only at $500 per 
month. W. C. Brown, 336 Hillside 
Ave., Douglaston, N. Y 





Will crew sailing yacht June-Septem- 

ber. Eight years small boat experi- 

ence. Pay secondary. Burton Schorr, 
ig 198, Lafayette College, Easton, 
a. 





35’ Nova Scotia Schooner; new hull 
1947; new engine 1948; ready to sail, 
$2500. T. Feldman, 29 South Irving 
Terrace, Buffalo 17, N. Y 


Wanted: Marconi 
sloop, under 35’, 
$3500. Stand rigid survey. Send 
photos, details. Richard Hammond, 
Lincroft, New Jersey. 


34’ Consolidated cruiser, double 
planked, copper fastened, Chrysler 
Imperial motor. Sleeps four. Will 
consider smaller boat in trade. Can 
be seen in Westport, Conn. Andrew 
Burgess, Westport, Conn. 





auxiliary keel 
headroom, under 








Wanted: Used set of Comet sails. 
State condition, price, fastenings, etc. 
Bill Lindsay, 207 Hillcrest, High 
Point, North Carolina. 





For Sale: Nylon, cruising weight, by 
Prescott Wilson, used only six weeks, 
nearly new. Mainsail, luff 38’6”, Foot 
17'8”, leech 41'4”, area 340. Jib, 
luff 31’, foot 12’8”, leech 27/9”, area 
176. J. Middlebrook, Jr., Fishers Is- 
land, New York. 


15 Ft. Cape Cod Knockabout located 
upper Chesapeake. Good. condition, 
roomy cockpit. $250. L. P. Holladay, 
R.R. 2, Wilmington, Delaware. 








Boy 17, intelligent, ambitious, experi- 
enced, desires position for summer as 
crew member aboard small auxiliary; 
Carroll Stiles Harrington, 200 Grotto 
Ave., Providence 6, Rhode Island. 





Yawl, 38’ Auxiliary. Herreshoff de- 
signed, built. Sound. Overhauled 
1946. $2500. In water at Jennings 
Yacht Yard, Keasby, New Jersey. 
Write owner Richard Mathes, 16 
Arbor St., Hartford, Conn. 





College student with experience de- 
sires berth on blue water sailer. Free 
from June 7th to mid-September; will 
go anywhere. Gaylord Clark, Jr., 
Stevenson, Maryland. 





Captain: 20 years experience all 
types, North, South. Best of refer- 
ences. Understand painting and mo- 
tors. Wilmot Marchant, Hyannis 
Port, Mass. 





International 110, fancy racing hard- 
ware, bridge deck with clock and 
compass, high speed welded trailer, 
mooring, new dink, Wamsetta sails. 
Ready to sail. Will sell less trailer. 
E. Glines, Halesite, N. Y. 





Sell or trade for shoal draft cruising 
auxiliary: 39’x21’x9’x6! racing sloop. 
Double planked mahogany, cedar hull, 
hollow spars, 600 sq. ft. gaff sail, 
small cabin. Very fast! All good con- 
dition. Robert Ryder, 103 Echo St., 
Brockton, Mass. 





30 Square Meter “Pilgrim’’ 44’x7’ 
built in Sweden 1938. Construction, 
condition and full equipment for rac- 
ing and limited cruising should make 
the price of $3750 attractive to pur- 
chaser interested in real sailing per- 
formance and pride of ownership. 
J. G. Dale, 163 Summit Drive, Roch- 
ester 10, N. Y. 





Captain-Engineer, 15 years experience 
powered yachts gas, Diesel, licensed, 
have excellent references. Capt. P. 
Daugherty, 20 Bogardus Place, New 
Yoru, N.. Y. 





Navigator, 27, Scandinavian, sober, 
cultivated, full experience sails, rig- 
ging, 19 months on square riggers. 
Laustsen, 27 Millpond Rd., Port 
Washington, N. Y. 





30’ Sloop, completely equipped in 
every detail, sleeps two, completely 
refinished last Fall, in indoor storage 
ready to put overboard. Almost iden- 
tical design shown page 69, February 
Yachting. $2700. Brokers please note. 
James Zimmerman, 78 Old Pond Rd., 
Great Neck, N. Y. 


Mechanic, gasoline, Diesel. Good 
knowledge navigation, 85,000 miles 
water travel. Would like year round 
position sail or power. M . Mar- 
shall, 31 Point St., Fairhaven, Mass. 


24’ Oxford Sport-Fisherman day 
cruiser, almost new. 90 Hp. Chrys- 
ler Marine engine. Price reasonable. 
Write C. S. Todd, Easton, Maryland. 
Stored Oxford Boatyard. 








All around man for sailing yacht, can 
also do plain cooking, with last own- 
er five years. Experience East and 
West Coasts, Long Island Sound, will 
go anywhere on three weeks notice. 
References. Carl Lind, 1755 Pine St., 
San Francisco, Calif. 





For Sale: One able, well constructed 
cedar dinghy, Carvel built, 12 ft. long, 
4%4 ft. beam, excellent condition. 
$350. One square end work dinghy 
11’6” long, 4/3” beam, excellent con- 
dition. $75. Inspectable at A R. 
Marshall, Port Washington, Long 
Island, or write E, Moxham, Sea Is- 
land, Georgia. 





Lightning, Dunphy built, hull sound, 

sails, rigging good. Trailer available. 

No reasonable offer refused. Paul 

og 99 West Main, New Britain, 
onn. 





Eager to work passage to England on 
sailing vessel in June: Eighteen: 
Graduating from The Hill School 
June 5th: Many years experience 
handling own sail and power boats: 
Willing to furnish references. John 
R. Williams, The Hill School, Potts- 
town, Penn. 


Cape Cod Rhodes 18, new 1947, 
used only three months. Scraped, 
caulked, refinished after 1947 haul- 
out. Stored under cover since. $1000. 
See her at Scofield Boat Yard, Stam- 
ford, Conn., or write Mrs. Russell 
A Sard, 222 Highland St., Milton, 
ass. 





Wanted: A captain for my 60’ Alden 
schooner on Great Lakes three or 
four months this summer; someone 
who is captain of sailboat in South- 
ern waters in winter and who could 
give me three or four ‘months in sum- 
mer would be just the man. Must 
be experienced, sober, trustworthy, 
cooperative and give good references 
which I will also do. Good pay. 
Wanted June, July, August and pos- 
sibly part of September. Nicholas H. 
Noyes, c/o Eli Lilly and Co., Indian- 
apolis, Indiana. 





For Sale: Sport Fisherman, custom 
built 26’ Osco Jeep engine. Used one 
season, excellent condition. Purchas- 
ing larger boat. $2700. Thomas Heth- 
erington, 12 Massasoit Ave., Paw- 
tucket, Rhode Island. 


YACHTING 


38’ Picket boat. Excellent hull, Palmer 

Scott built. Interior conversion. Sleeps 

four. New Chrysler. $4000. Martin 

saeee, 53 Mt. Auburn, Cambridge, 
ass. 





Cheap sails: one Prescott Wilson, one 
Burroughs, Atlantic Class mainsails 
and one jib. Dimensions of mainsails 
approximate 35 ft. luff and 15 ft. foot. 
Not good racing, but ideal to cut 
down for working sails, $50 each. 
Jib $20. Grinnell Morris, Cove Rd., 
Oyster Bay, New York. 





Sale: Auxiliary sloop 23’, 1947, 12 
hp. Universal installed 1948. Excel- 
lent condition, sleeps three, original 
cost $4200. Will accept reasonable 
offer or consider trade for boat sleep- 
ing four. J. Morrow, Overlook Drive, 
Port Washington, L. I., N. Y. 





College student, experienced in yacht- 
ing, desires position, preferably on 
ocean going sailboat. Loren Seager, 
218 Adams, W. Q., Ann Arbor, 
Michigan. 





For Sale: Wood Pussy, perfect, ex- 
cellent racing record, many extras in- 
cluding nylon sail. Dick Akers, 72 


A 
Hillcrest Ave., Manhasset, L. I., 
nN. XY. 





Popular 34 foot Alden yawl. Built 
1929. Hull exceptionally smooth and 
sound. Gray engine, light sails, Air- 
foam mattresses. Smart performer. 
Sensible price. Alan Young, 325 Way- 
land Ave., Providence, Rhode Island. 


Sloop, 49%4’ x 35’x 9144’ x 74': very 
fast; 25 hp. Gray; Marconi rig; 
sleeps four; lead keel; reduced for 
quick sale to $3500 act fast. Carl 
Heyser, Stony Brook, L. I., N. Y 


Chris-Craft Express cruiser new 
1947, 23'5”, 115 hp. Chrysler Crown, 
toilet, radio, boarding ladder, fold- 
ing top, ‘etc., excellent condition. 
$3200. J. F. Stammler, P.O. Box 
1923, New Haven, Conn. 











Wanted: Several Tempests or similar 
One-Design dinghies suitable for in- 
ter-collegiate competition. Advise on 
price, condition. John McCarthy, 
——-" University, Washington, 
Dp: x. 





Wanted: 14’ International Dinghy, 
complete or any parts, hulls, masts, 
booms, fittings and sails. S. J. Dem- 
orest, 2440 North Frederick Ave., 
Milwaukee 11, Wisconsin. 





For Sale: Lightning and trailer, cus- 
tom built by Krippendorf, excellent 
condition. Richard E. Terhune, Hoop- 
er Ave., Toms River, New Jersey. 





Canadian born yacht captain and wife, 
aged 31 and 26, extensive experience 
sail and motor, educated Canada, 
England, France. Speaks French, 
Spanish, Italian. Knows five conti- 
nents well, seeks post with American 
yachtsman. Go anywhere. Very _high- 
est references. Write Air Mail, Wool- 
er, Schooner Yacht Fitheach Bam, 
Cannes, France. 


26’ Dark Harbor Class sloop. Sleeps 
two, spinnaker, fast. $1000 or best 
offer. Dave Semonite, 622 Pyne Hall, 
Princeton, New Jersey. 








12’ Penn Yan sailing dinghy, refinish- 
ed, perfect, heavy canvas cover for 
boat, rigging and oars, and practical- 
ly new sail. $275. Write R. E. Moore, 
229 North 63rd St., Philadelphia 39, 
Penna. 





Wanted: Several 12’ sailing dinghies. 
Especially interested in MB’s, B’s, 
and S’s, condition of finish immate- 
rial, want tight hulls with’ one sail in 
fair condition for each. West Bay 
Dinghy Association, c/o T. Hornor, 
Osterville, Mass. 





I will swap or buy for cash used 
books pertaining to the sea. Anne 
ge 148-30 86th Ave., Jamaica 2, 
N.Y. 





Lightning, Skaneateles, good racing 
record, Joys sails. Spinnaker. Spare 
pick up rudder. $900. W. W. Sibson, 
Penn Valley, Pennsylvania. 


For Sale; Moth Class sail boat of 
proven design in good condition. $225. 
Charles T. Rutan, Essex, Conn. 


For Sale: Marconi sloop. Bigelow 

built. 24’x8’6”x4’6”. 1500 Ibs. lead 

keel. Red Wing engine 7-18 hp. Two 

suits sails. New mast, new stainless 
rigging. Sleeps two. Price $3750. 

— 119 Russell, Watertown, 
ass. 








All round sailing yacht man desires 
position on sailing yacht, where only 
one hired hand is required. Age over 
50. W. Cree, 111 East 237th St., 
Bronx, N. Y. C. 


4% Acres of beautiful residential 
property value $8500 in Purchase, 
N. Y. Trade for auxiliary or power 
boat of equal value. Hill, R. F. D. 
#2, Old Lyme, Conn. 


Gray Sea Scout new °42. Used in 
auxiliary less than 100 hours. Com- 
plete $250 crated. G. Stark, 6200 
Kenwood, Chicago 37, Illinois. 








For Sale: Manchester Class_ sloop. 
2510” x 17’6” x 6'2” x 4/2”. Shelter 
cabin, two suits sails, stainless rig- 
ging, good condition. $1500. Gilbert 
Schwartz, 1685 Eastburn Ave., Bronx, 
N. Y. Business phone SA 2-1688. 


Binoculars, excellent condition, light- 
weight, leather case 7 x with 
coated lenses. $58 full price. D. Bush- 
nell, 672 S. Lafayette Park, Los An- 
geles 5, Cal. 


Starboat #2524, built 1947, bright 
eck, chrome fittings, good record. 
Consider older boat in trade. Duni- 
e Tower Building, Washington, 











Nevins clinker built yacht tender 10’ 

x 44”. Mahogany sheer plank, seats, 

transom. Good condition. Bargain at 

ae Carl Clement, Jr., Perrysburg, 
io. 


$1500 Buys 29’ Triangle Class sloop. 
Good condition. Sleeps two, two suits 
sails, spinnaker, anchor, practically 
new rigging, stored in Cape Cod yard. 
L. M. Strong, 89 Charles St., Bos- 
ton, Mass. 


Genoa for sale; hoist 22’, foot 14%’, 
leech 2114’, Egyptian duck, used last 
season only few times, scarcely soiled, 
practically new condition, replacement 
value $175. Will sacrifice for $90 
cash. Call Norwalk, Conn. 6-2960, 
days. 











Want to Charter the perfect power 
driven vessel, probably under 100’, 
and crew, to accommodate four adults, 
two children, governess, for four or 
five months Caribbean cruise begin- 
ning next December. Reply in full 
detail Mrs. Pinckney, 55 North Ver- 
non Ave., Pasadena, California. 


Selling: 11 ft. “A” Dinghy, two 

suits of sails. $185. Dr. Thorne, 109 

agg St., Yale Station, New Haven, 
onn. 








Wanted: Man and wife intend taking 
57’ Diesel powered yacht to Southern 
California from Miami. Leaving mid- 
dle of May. Take a month to six 
weeks. Want couple with boating ex- 
perience and additional man or two 
as amateur crew, or if no couple 
available, amateur crew of 3 or 4 men, 
including one navigator. Courtney C. 
Platt, 1585 W. 24th Avenue, 
Miami, Florida, c/o Fla. Yacht Basin. 


Arrowhead keel sloop, 21’, stainless 
rigging, good sails, genoa, plywood 
ink. Location Southeastern Massa- 
chusetts. For Sale $1050 or trade for 
larger keel sloop. R. S. Gillette, Out- 
look Rd., Wakefield, Mass. 


Prep School graduate with sailing ex- 
perience desires berth on Atlantic 
Coast sailing vessel before attending 
college. Free June 15th until mid- 
August. Write: Peter Hubbell, 5265 
Westminster Pl., St. Louis, Missouri. 











National One-Design boat for sale. 17 
feet overall, in excellent condition, 
new sails, custom built hull. Contact 
Miss Freng, 25 Club Rd., Rye 7-1363, 
New York. 





Sell or swap for larger auxiliary, 21’ 
Crosby Mallard cruising auxiliary, 
fully equipped, sleeps three. R. Hew- 
ett, 14 Grand St., West Haven, Conn. 


For Sale: Eight Metre, complete 
cruising accommodations, excellent rac- 
ing record on Chesapeake, perfect con- 
dition. Write: C. om Elderkin, Jr., 
20 East Franklin St., Baltimore 2, 
Maryland. 


For Sale: 10 ton “‘Terapin” 31’ x 10’ 
x 4'6” Diesel auxiliary sloop, four 
bunks. Excellent sails, engine, rig- 
ging, hull. Overhauled 1948. Fully 
equipped, washroom, galley. $2500. 
Jacques DesBaillets, 3850 St. Cath- 
erine Rd., Montreal, Canada. 
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25 Hp. Universal Utility Four, $275. 
7 x 50 Binoculars coated optics, $60. 
Sailing Dinghy ‘“‘Cub”, $175. All ex- 
cellent condition. C. H. Doersam, 7 
Buckingham Rd., Palisade, New Jer- 
sey. 





For Sale: Wonderful daysailer, Hur- 
ricane type S. M. Y. R. A. class 
sloop. L.o.a. 19’, l.w.l. 168”, beam 
6’8”, draft 3’. Fin keel, cuddy cock- 
pit, built by Palmer Scott summer 
1948. One suit of sails by Silsby, 
Aluminum mast and boom. Can be 
inspected Seawanhaka Yacht Club, 
Oyster Bay. Write: H. P. Bingham, 
Jr., Oyster Bay, N. Y. 





Several 6-Metre genoas available, 
mostly Ratsey. Hardly used. Luff 
31'6"”, foot 18’ to 22’. Reasonable. 
For list: R. Sheehan, 6 Burns St., 
Forest Hills, L. I., N. Y. 





For Sale: 34 Ft. Elco cabin cruiser 
equipped with radio phone, almost 
new Chrysler Crown, fresh water 
cooled, Shipmate gas, fine condition, 
priced at $3900 for quick sale. New 
Rochelle, N. Y. 6-7790. 





For Sale: Ten ounce Egyptian cotton 
loose footed work jib. Used only one 
season. 195” x 33'10” x 43’. Price 
$185. J. T. Ballard, Harvard, Mass. 





For Sale: 6” Kelvin White spherical 
compass used half season; pair nearly 
new innerspring felt mattresses; Blud- 
worth marine radio; Willis alcohol 
stove; various bronze turnbuckles and 
toilet fittings; ‘“‘X’’ dinghy sail. All 
priced reasonably. Louis Brooks, Jr., 
Chester, Conn. 





For Sale: 1948 Thistle, built by Doug- 
lass & McLeod, sailed very little. 
Perfect condition. Gordon B. Still- 
man, 304 Alder St., Liverpool, N. Y. 





Sale or trade: 40’ Auxiliary yawl, 
$2400 cash, or would consider trad- 
ing on cruiser about 30’ or day sailer 
A-1 condition. Yawl can be seen Es- 
sington Yacht Yard, Essington, Penn. 
See or Write Yacht Yard — refer 
Frank Wedge, owner. 





Captain seeks position. Large or 
medium size vessel, sail or power. 
Long experience, will consider taking 
charge shipyard. Go anywhere. Wil- 
liam Corbin, Box 1431, Miami, Fla. 





For Sale, 7 x 50 Binoculars (Sirus) 
complete with filters and case, cost 
$225. Navy Barometer, cost $65 brand 
new. $100 takes both. Murray Gott- 
lieb, 574 Newark Ave., Elizabeth, 
New Jersey. 





For Sale: 21’ x 7’ x 1'6” Auxiliary 
sloop. One of the famous Ashley 
Lagoons, Gray 4-69 Lugger new 1946. 
Hull all pre-war material. Keel laid 
1940. Beautifully built. A real Wind- 
jammer. C. S. McCallum, 113 W. 
Berkley Ave., Norfolk, Virginia, 
phone Berkley 585. 














DON’T MISS THE BOAT 


THIS IS THE KIND OF A CRAFT 
THAT YOU HEAR ABOUT AFTER 
IT HAS BEEN SOLD. 


She’s a 1946 Chris-Craft 40’ 
Double Cabin Enclosed Bridge 
Cruiser in better than new con- 
dition and completely equipped 
to the last detail. A few of her 
luxurious accommodations in- 
clude a cheerful owner’s cabin 
with tile toilet, a spacious, light 
and airy deckhouse with round- 
the-horizon vision, private 
guest stateroom with toilet, 
two 130 H.P. Chris-Craft en- 
gines giving her real perform- 
ance. Just a few of the extras 
include Photo-Electric Auto- 
matic Pilot, powerful ship-to- 
shore Radiotelephone, deck call 
system, custom leather uphol- 
stery throughout, dinghy 
mounted on deck, built in Lux- 
omatic System, motor genera- 
tor, searchlight, and a host of 
other fine equipment, over 
$4,000 worth in all, making 
her one of the grandest and 
most complete pleasure boats 
of her type afloat. Launched, 
fitted out and ready to sail. 


rs cso odeccssesniod $16,500.00 
Write or Wire 


R. D. McALLISTER & SON 


East Bay Front, Erie, Pennsylvania 





FOR CHARTER: Alden schooner 
45’4"x33'1"x11'6"x6’8". Red Wing 45 
h.p. motor., Sleeps six aft includ- 


ing single stateroom, One berth 
forward. Two toilets. Excellent gal- 
ley. In first class condition and 
completely equipped for cruising. 
Wm. van H. Kip, 25 Summer St., 
Marblehead, Mass. 
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38’ Twin Screw Custom Chris-Craft 
Express Cruiser, Sleeps six below 
decks with separate stateroom for- 
ward. New 115 hp Chrysler Crowns 
2-1 reduction Gear. Engines Rubber 
mounted and fresh water cooled. 
New Monel shafts and intermediate 
bearings. Extras include: Stainless 
galley, 1-mile searchlight, 3 anchors, 
fish and bait well, auto bilge pump, 
built-in radio, dual air horns, bat- 
tery charger, 8’ dinghy and many 
others. Boat in perfect mechanical 
and structural condition. Owner will 
cooperate in arranging shipment out 
of area. Price $9,750. Brokers pro- 
tected, For further information 
write: K. C. Gordon, 3811 E. Howell 
St., Seattle 22, Washington. 


DIRIGO Il 


This fine Alden schooner, 60’ 
by 45’ by 15’ by 8’, built by 
Goudy & Stevens in 1939 for 
a world cruise in offered at one 
third her replacement cost. She 
would be ideal for Pacific 
cruising. Inspectable at our 
yard. Owner will deliver any- 
where in the world. Other 
brokers protected. Inquire: 


SNEAD’ ISLAND 
BOAT WORKS, INC. 
P.O. Box 187 Tel. 26-508 
BRADENTON, FLA. 








POSITION WANTED 


Man with years of experience ocean 
and lake racing, Navigation, com- 
pass adjusting, yacht yard manage- 
ment, accounting, wishes to make 
change to East Coast or Foreign. 
Interested in yacht yard manage- 
ment or a = any oe 

rtaining to yachting or the marine 
eld, write Box 406, YACHTING, 
205 E. 42nd St., New York 17, N.Y. 














USED RADIO TRANSMITTERS- 
RECEIVERS, only a few left at 
great savings. Buy now before the 
season starts, Jefferson-Travis #252, 
$275. Jefferson-Travis #351, $325. 
Collins type TCS, 50-watt, the finest 
Navy units, $575. FRENCH-VAN 
BREEMS, INC.; Chrysler Building, 
New York 17, N. Y. 


WANTED 
Between Maine and Hatteras, a 
year-round position with a progres- 
sive boatyard which will receive in 
return the services of a high caliber 


‘young yachtsman., Qualifications in- 


clude: Technical education; drafting, 
machinist and boatbuilding experi- 
ence, Licensed Merchant Marine of- 
ficer; student of Naval Architecture. 
Exchange particulars through Box 
400, c/o YACHTING, 205 E. 42nd 
St., New York 17, N. Y. 











CRUISE DOWN EAST 


Aboard “‘Spray,’” 15 Ton seagoing 
Yawl—soundly rigged & designed 
for lovers of real sailing—comfort- 
able accommodations party of 4—$150 
per week with Captain—15th season 
—also 2 pleasant double rooms in 
authentic Cape Cod Colonial cottage 
—$5 per night, $30 per week per 
room. Capt. R. D. Culler. 85 Cedar 
St., Hyannis, Mass. Phone 1371-R 








FOR SALE 


Used 6-metre Genoas and mainsails, 
Nylon and cotton. Also International 
Class jibs and mains, Write for 
list and prices. 
LUDERS MARINE 
CONSTRUCTION CO. 
Stamford, Conn. 


FOR CHARTER 


41 ft, Casey auxiliary ketch, sleeps 
five, single & double staterooms, 
large main cabin, two toilets, Monel 
galley and teak deck. Well main- 
tained. Available’ this spring in 
Chesapeake Bay and Long Island 
Sound during summer months. Full 
information from Box 404, ¢/o 
YACHTING, 205 E, 42nd St., New 
York 17, N. Y. 


27 





YACHT YARDS 
FOR SALE 


East Coast both North and 
South Listings Solicited 


Reply Box 403, c/o YACHTING, 
20S: EB. 49: St, Na Xi 37, Be ee 








1948 CHRIS-CRAFT 
CRUISER 


33’ Deluxe Enclosed, 2-95 H.P. En- 
gines in perfect condition and many 
extras. Boat available with or with- 
out extras, ALBERT G. FROST 
CO., 26 Forest Ave., Portland 3, 
Maine, 








PRIVATE DOCK 


House, Garage & Mooring 
for summer rental. 


Reply: BOX 1415 
GREENWICH, CONN. 











Trailer Wheels and 
Fenders for Sale 


Never used pair of 4.5x12 
wheels and tires. Also pair 
of molded fenders suitable 
for first class trailer. Will 
sell at cost. Also have trail- 
er suitable for 17’ boat. 
Needs one new tire. $75 
takes it. FOB Stamford, 
Conn. P. O. Box 212, Noro- 
ton, Conn. 











Advertising not acknowledged. 


Classified Advertising 
RATES 


ALL PAYABLE IN ADVANCE 
If 


received after the 3rd of any month 
they may be printed in the second 
following issue. 


“SWAP CHEST” 


See “Swap Chest’’ column for rates. 


GENERAL CLASSIFIED 

















FOR CHARTER 


Duplicate of Mocking Bird. Smart 
auxiliary cutter 32 feet overall in 
first class shape. Two Airfoam 
berths, two pipe berths, Gray Mo- 
tor. Owned and operated by the 
Wiley Shipyard, Rate $140.00 for 
1 week, $250.00 for two weeks. Cruis- 
‘ng season May Ist to Nov, Ist. 

RALPH H. WILEY 

Oxford, Maryland 

















Well-known lecturer on South Seas 
sailing in late spring, on schooner, 
for cruise of approximately a year’s 
duration, to secure additional lecture 
material, will take two more con- 
genial, able, financially responsible 
men as passenger-crew, Give details 
of experience, sailing, radio, diesel, 
etc. Reply Box 407. c/o YACHT- 
a ke 7 E. 42nd St., New York 


38 ft. CUTTER... auxil. 
$6,000.00 


Beam 11’6”, draft 3 ft., centerboard 
4 cyl. Universal, Brand new set 
sails, Teak decks, trim, stainless- 
steel rig, full head-room, 4 berths, 
stainless galley, 35 gals. gas. Green- 
port ’33 toilet, fully-found, excel- 
lent condition, Rex Beech, Bright- 
waters, N. Y., Bay Shore 337. 











IS YOUR YACHT 
FOR SALE 
OR CHARTER? 


Listings wanted; Masted vessels 
© specialty. 
Reply Box 401 c/o YACHTING, 
205 East 42nd St. 
New York 17, N. Y. 











REBUILT ENGINES 
CONVERSIONS & EQUIPMENT 


Used and rebuilt marine engines, 
marine conversions, propellers, re- 
verse gears, manifolds, and marine 
hardware, Write for FREE Bar- 
gain Catalog No. 140. STOKES 
MARINE SUPPLY COMPANY, 
Dept. Y, Coldwater, Michigan. 








KEEP THIS AD ON FILE 
FOR FUTURE REFERENCE 
VINEYARD YACHT AGENCY 

Marine Insurance 

150 listings, all sizes and types 

of yachts. 

YACHT DELIVERY SERVICE 
Licensed captains with yachting 
experience. 

M. FRANCIS DEFRATES 


Edgartown, Mass. Tel. 255 


Advertising of used boats, engines, 
equipment for resale, wanted, etc. 
No new products nor services. 
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No new product advertisements. No 
agency commission. Display rates 
for new products and services on 
application. 
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Sportmans’ delight—large, level cockpit with 
plenty of space. Cruise in comfort to your 
favorite waters in seakindly Owens. Flying 
bridge handling is thrilling and easy. 


The ultimate for fishing in any water—new 
Owens 42 Fisherman has luxurious accommo- 
dations for five living aboard. 25 m.p.h. with 


Luxurious room, majestic size of spacious 
lounge and deep, soft-cushioned comforts make 
life homelike. The large number of cabins 
means greater privacy even with large parties. 


Flagship of any fleet—new Owens 42 Sedan 
Cruiser sets new comfort, new safety stand- 
ards. Four cabins. Deep, luxurious, comfortable 


Owens Low-Level Flying Bridge provides new 
thrill and assurance from a steady, seakindly 
position, and positive mechanical controls— 
unexcelled for ease in handling, smari lines, 


Outstanding beauty, matchless styling and 
luxury—Owens 42 Flying Bridge Express 
Cruiser—plus real sea-ability, safe operation, 


twin 150 h.p. engines. From $15,560. 


beds for 7. Priced from $15,780. 


Twin engines. Speeds—25 m.p.h. From $16,680, 


‘42’ blue-water built 


new comforts and conveniences for most 


i’ FLAGSHIPS 


Owens 42 Flagships have long been recognized as provid- 
ing the ultimate in cruising comforts and conveniences— 
but outstanding in the improvements of the new 42's is the 
greater safety, achieved through a new ventilation and 
compartmentation system below decks and monel gaso- 
line tanks (see below). Owens 42 Flagships—matchless 
performance with surprising economy—20 mph. with twin 
100-hp. The ultimate in safety plus more economical 
operation is achieved through the use of the new ultra- 
modern Flagship Diesels, available for installation in the 
same space occupied by gasoline engines. The unpar- 
alleled sea-kindliness of the new Owens 42 is due to the 
design of the duraform-constructed round bottom hull and 
new weight distribution. Rich, luxurious, finishes using 


Monel gas tanks—one of the quality features 
for safety, long life. All openings in the top 
of the tanks. Built-in gas gauge, air vent. Hand 
hole for inspection, cleaning. 


"ess 





Safety—engine room and gas tanks ventilated 
and compartmented in accordance with Yacht 
Safety Bureau requirements. Arrows indicate 
air ducts for underdeck ventilation. 


* luxurious living are built into new flagships 


of Owens fleet 


conservative colors to decorate, in good taste, your home 
afloat. Innerspring mattresses give luxurious comfort. All 
of these improvements in addition to the proved design 
makes the Owens 42 Flagship again the leader of the field, 
the flagship of any fleet. The 42 fleet of sedan cruisers, 
express cruisers, and fishermen have been acclaimed by 
veteran yachitsmen at boat shows throughout the country 
as the finest and best in boating. We invite you to see for 
yourself at your friendly Owens dealer's showroom today 
or write for information on any of the new Owens 42, 33, 
and 26-foot cruisers, fishermen, and utilities. Get the facts 
on Owens today. 


OWENS YACHT CO.., 21 Stansbury Rd., Baltimore 22, Md. 


Best of foods can be prepared in this galley— 
spacious and convenient. Stainless steel gal: 
ley top, twin galley sinks. All utensils acces 
sible. Safe stowage for dishes. 
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THE CHARGE WAS SERIOUS 


HROUGH the years Yacutinc has published articles 

and cartoons calling attention to the annoyance, the dam- 
age to boats and property, and the danger to life and limb 
caused by operating boats too fast in crowded waters. It is 
a crusade that has had insufficient effect, as witness the fact 
that many of us are still occasionally guilty of the same kind 
of “reckless driving” afloat. A recent tragedy has proved 
that this campaign must be intensified. 

In January, a 75-foot cruiser traveling south in the Intra- 
coastal Waterway passed too close by a rowboat, which 
capsized in her quarter wave. One of the occupants of the 
rowboat was drowned. Result: The yacht was attached, the 
owner-skipper sued for $100,000, and both the owner and 
the helmsman were jailed, charged with criminal negligence. 

One’s first reaction would be to assume that the skipper 
was a greenhorn; that he was running at a recklessly high 
speed, and that he lacked the experience to realize what 
havoc his quarter wave could play. 

The fact is that he was a yachtsman of long experience, 
well respected as a seaman. Perhaps even you would not 
have considered the boat’s speed excessive, had you been 
aboard at the time. If this could happen to him, it might 
happen to anyone. 

Though we may know that waves from our boat can 
cause banks to wash away, may cause damage to the top- 
sides of yachts moored together or to piers, and may cause 
annoyance and discomfort to yachtsmen and others in the 
vicinity, many of us at times may fail to act in accordance 
to that knowledge, or to realize just how slowly we should 
proceed under certain circumstances. Are any of us really 
in such a hurry as to risk what happened in this case? Cer- 
tainly few of us have ever dreamed of facing a murder 
charge as a result of our thoughtlessness. But all this hap- 
pened to a competent boatman. Don't let it happen to you! 

“Better safe than sorry” was never truer than when ap- 
plied to boat speeds in congested waters. Save your speed 
and your displays of fancy boat handling for open water 
where they cant hurt anyone. Anyone who calls you an 
“old woman” for holding down to safe speeds is just a plain 
damned fool who doesn’t belong on the water. 
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Under the rs of the Longboat 


By SPUN YARN 


which I'll have to remove before calling attention 
to the motes in my neighbors’ eyes: First, abject 
apologies are offered for having placed the North Channel, 
where I cruised only last summer, in Lake Ontario. Quite 
a few drinking water sailors have asked by whose authority 
I removed it from Lake Huron. My magnanimous fellow 
editors who have also cruised the North Channel have 
offered to share the blame for letting this slip of the pen 
appear in type. Such being the case, I'll ask them why 
they permitted me in the same February issue to refer to 
the ironclad Merrimac without identifying her as the Con- 
federate Steamship Virginia. It was, as the reader will no 
doubt recall, the steam frigate Merrimac which the damn- 
yanks burned and abandoned in the Gosport Navy Yard 
when they evacuated Norfolk early in the Civil War. The 
johnnyrebs rebuilt her as an ironclad ram, rechristened 
her Virginia, and would have won the war with her if it 
hadn’t been for the U.S.S. Monitor. The action between 
the two war vessels of epoch-making construction has ever 
since been known as the battle between the Monitor and 
the Merrimac; but our Southern cousins are quite correct 
in insisting that their ship be called the C.S.S. Virginia 
(ex-U.S.S. Merrimac). 


Tone: ARE a couple of beams in mine own eye 


Now let’s see. In a review of the new biography Sweep- 
er in the Sky the estimable John K. Hutchens remarked 
that in Nantucket in the old days the children “boxed the 
sextant as they learned to read.” And the New York 
Herald Tribune referred to a “Curse on Celestial Naviga- 
tion” which was given at the Hayden Planetarium, while in 
another edition of the same impeccable journal it was 
stated that the rules of the road require ships in fog to 
“sound six-minute blasts at two-minute intervals.” In one 
of his Tugboat Annie stories no less an authority than 
Norman Reilly Raine has permitted himself to come with- 
in hailing distance of the schooner Rauma, “her mizzen- 
mast snapped off at the truck.” If all these lapses, includ- 
ing my own peccadillos, are taken together, can you wonder 
that the farmers elected Truman? 


Before closing the subject I'd like to award the Nobel 
Prize to our worthy contemporary “Sea” for having allowed 
the following to appear in its issue of May a year ago: 
“There is another head aft of the pilot house built just 
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forward of amidship, which is roomy enough for seating 
six and includes chart table and all navigational equip- 
ment.” I’ve regretted for years that there should be one 
item of a boat’s equipment which is never personalized 
for advertising display purposes with a beautiful Jane, but 
now I'll never be happy till I’ve seen a sea-going six-holer 
complete with chart table and all navigational equipment 
in use. I mean the navigational equipment in use. 


I see by the papers that the Air Force is looking for a 
3000-mile range in which to test its guided missiles and 
hasten to inform it that Chesapeake Bay, despite its length 
of 170 miles and its breadth of up to 25 miles, simply will 
not do. Not that we yachtsmen would object to being 
hit or missed by a buzz bomb that began its flight 3000 
miles away. I’m accustomed to being scared half to death 
by 16-inch shells passing overhead while I was being 
guided across the Dahlgren range in the Potomac, and I've 
heard of fishermen who were spared any further earthly 
ills by bombs and stray torpedoes. The thing is that the 
Army and the Navy have already preempted so many 
parts of the Chesapeake for their own uses that they won't 
want the Air Force to poach on their preserves. Although 
it may be true that the fly boys will protect us from a fate 
worse than death in the coming atomic war the older 
services will not tolerate the use of lethal weapons in 
their private lake in these piping days of peace. 


The suggestion of a Britisher that a replica of the May- 
flower be built and sailed to Plymouth seems to have un- 
covered an American who was already toying with the 
same idea. According to the United Press, William H. 
Hathaway, Jr., of Provincetown, Mass., is keen as mustard 
to build a Mayflower in his boatyard ‘and make a race of 
it if the British boat is built. The idea appeals more and 
more to my imagination, if less and less to my good sense. 
Yet I don’t doubt that an ad in the Swap Chest would 
recruit dozens of romantic souls eager to swap three or 
four months of their lives for a chance to be shipmates 
with hemp rigging, weevils, and all the other ancient in- 
conveniences. 


It has been suggested by an English correspondent that 
jet-propelled PT boats could be used to good advantage 
(Continued on page 104) 
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"SAIL BOATS 
, | DRIVE ‘that lets you 7 
power over snags, cs, shoals... through reeds and 
thick weed beds... lets you drive “wherever there’s 
water to float your boat.” SEE YOUR EVINRUDE 
DEALER! Look for his name under “Outboard 


Motors” in the yellow pages of your phone book. 


RUNABOUTS 


CATALOG FREE: ‘Write today for 40th Anniver- 
sary catalog of the complete Evinrude 9 
line! EVINRUDE MOTORS, 4295 
North 27th Street, Milwaukee 9, 
Wisconsin. 





CRUISERS 


In Canada: as Lit 
Evinrude Motors, Peterboro, Ontario 
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B@@, ROBABLY YOU HAVE seen it happen a score 
of times and more. We refer to the non- 
yachtsman who, in the course of a Sunday 
afternoon stroll, fetches up in the local boat- 
yard. There before him are countless men and 
== women (and even children) sanding, painting 
and scraping as though their lives depended upon it. Cos- 
tumes range from a wondrous assortment of ante bellum 
clothes which a rag picker would ignore, to the shattered 
elegance of a pair of trousers which are actually in one 
piece. Occasionally one of the group stops long enough to 
give an exhausted sigh, straighten up painfully, and stiffly 
brush a generous coating of copper dust out of his hair and 
down into the neckband of his shirt. Then, almost furtively, 
he dives under the hull again and begins sanding with 
renewed vigor. 

“Huh,” snorts the non-yachter, “if that’s what yachtsmen 
call fun I'll take up weight lifting.” 

Well, we know it is fun, and of the best kind, whether 
one does all or but a small part of “putting her into commis- 
sion.” When you come right down to it, there are far more 
than a handful of yachtsmen who seem to get more pleasure 
out of the process of fitting out than they do the season 
afloat. But whatever type of person you may be, it still re- 
mains that the many jobs to be done before your packet 
hits the water can be accomplished more efficiently, and 
usually more economically, if a modest bit of planning is 
done in advance. So, unless you are one of those fortunates 
who live in the temperate climes and have been afloat for 
months, or are an “early bird” who put away your winter 
cover a month ago, let's make up a “work sheet” for the 
tasks to be done. 

Obviously, the commissioning job before you depends 
upon the type and size of your boat. The owners of a 
powerboat or auxiliary have many of the same tasks before 
them. The former is spared the refurbishing of sails and 
rigging. An out-and-out sailboat has no engine problem 
(although enough others to compensate). With a small 
knockabout or runabout, one’s chores are predicated on the 
boat’s individual characteristics. . 

No one likes paper work, but it is our observation that 
the preparation of a written list of jobs to be done will, in 
the long run, save time. It doesn’t make much difference 
how you arrange the list, but you will find it helpful to 
itemize the jobs that can be done indoors. We remember 
One spring when it rained for seven consecutive weekends, 
during which we recall sanding the same blocks four times! 
Of course, if you have the good fortune to have your boat 
te in a covered shed your problems are greatly sim- 
plified. 

Sut, for the point of discussion, let us assume that your 
bost has been stored in the open. Therefore, your first job 
is the removal of the canvas cover and its frame. This pre- 
ser’s no real problems, although your back does benefit if a 
few kind friends are around. We can assume that the various 
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<€ “Larry,” J. L. Cabassa’s Hinckley Sou‘west- 
er, at the start of the Lipton (Florida) Race 


Rosenfeld photo 


FITTING OUT FOR THE SEASON 


Some Practical Suggestions for “Getting Her Ready” 


sections of the framework have been numbered (unless you 
are an expert at assembling Chinese boxes). But, do you 
always make a point of tagging your cover before you put 
it away? It’s a great help in the autumn. And, although this 
sounds very obvious, be sure that the cover is really dry 
before it goes into summer storage. 

It is probably unkind to mention it, but it is our collective 
experience that the skipper’s first basic job is to hunt for 
leaks. Perhaps “hunt” is not the word—you remember them 
from last season only too well. Correcting leaks is important 
not only in terms of comfort and safety, but because the 
presence of a leak indicates a physical failure or its equiva- 
lent. And, if yours is a wooden hull, a leak is the first 
cousin of rot. Here are a few suggestions: 1. Investigate the 
location of last year’s leaks and seek their source. 2. Check 
also those locations where leaks are most likely to occur. 
Obvious points are garboards, plank butts, loose planks, cabin 
moldings. 3. Planking raises the matter of fastenings. Draw 
one or two and see how they look. A weeping fastening 
indicates something is wrong (although this may not be 
serious). 4. Calking—don’t try to correct a really bad seam 
by an over-abundance of calking. To do so is to invite real 
trouble. Instead, either add elastic seam compound, which 
will squeeze out when the hull swells, or just keep bailing 


What is better than a spring day in a boat yard? 
Louis Fancher 













































Rosenfeld 
Never let it be said that the gals can’t, and don’t, do their share. 
She is placing a scribing batten 


until she swells. 5. Shafting—take hold of the propeller shaft 
and wiggle it as hard as you can. 6. Stuffing box—every 
stuffing box leaks at one time or another. Give it a real 
inspection, even though many old salts insist that a small 
drip from a stuffing box will keep a boat “sweet.” 7. Cockpit 
scuppers—they have been known to freeze and crack. 8. 
Seacocks—not only a common cause of simple leaks, but a 
major problem if they are “frozen” when they need to be 
closed in a hurry. Be sure they really work (especially the 
one. in that inaccessible spot). A good dose of penetrating 
oil should do the trick. 9. Check the exhaust line and 
muffler. Here pin holes may appear, with resultant com- 
plications. 10. In terms of intelligent maintenance, check 
every through-hull opening. It has been said that, “Stuffing 
boxes, through-hull fittings and broken fastenings cause 
more damage than diseases of the calking cotton.” 

Now to the all-important matter of painting. If you are 
planning to do it all yourself, then it is a question of devel- 
oping a schedule so that you will avoid doubling back and 
forth over the ship. If your yard is going to do all or any 
part of the job, give them the necessary instructions now 
so that you won't be held up—and won't hold up the boats 
behind you. But, if the whole job is yours, the sensible 
thing is to begin at the beginning. Let us assume that the 
cover did not come off too early, yet in time to permit the 
boat to dry out thoroughly. Plan to do the major painting 
jobs first, but don’t make the mistake of painting the cabin 
or deckhouse interior and then decide to pull the engine 
down or rearrange the galley. 

If there are any questions in your mind as to the type of 
paint for the job in mind, talk to your yard or dealer. A 
variety of new paints, and many new colors have come on 
the market since the war. Once the paint is selected, the 
question is how to apply it; if you do it improperly its 
chemical excellence is made proportionately less effective. 
Legion are the words which have been written on painting. 
YACHTING has always recommended: 


1. Don’t paint or varnish in windy or damp, humid 
weather (nor in temperatures of less than 50°). 

2. Wash and rub the surface down thoroughly when 
preparing for painting. 

3. Wipe or dust off the surface with a well wrung out 
turpentine-soaked rag (not waste) just before paint- 
ing or varnishing. 

4, Follow the directions on the paint can as to thinning 
agents, etc. 


YACHTING 


. Some suggestions on brushes: For varnishing, a 2” 
or 24” flat brush; for topsides, a 3” or 3%” flat brush; 
for bottoms, a 8%” or 4” flat brush; for seams, boot- 
tops and°cove stripes, a 1” round brush. 

. Keep your brushes clean and soft by keeping them in 
linseed oil, turpentine or paint. Don’t stand them on 
their bristles—hang them on the edge of the can. 

. Allow at least the prescribed length ot time for drying 
between coats. With everything but anti-fouling 
bottom paints, the longer the time between coats, 
the better. 

. Some suggestions on sandpaper: 2/0 or 3/0 for top- 
sides, decks, enamel coats and spars. A heavy paper 
for bottoms. (Garnet paper, though more expensive, 
is more effective. ) 

. Work from the top down in final jobs, i.e.—spars, 
deckhouse (flying bridge, etc.) , cabin top, sides, cove 
stripes (and lettering), boottop (masking tape will 
help), and bottom. 

10. A high grade job of varnishing requires four or five 

coats. And it is worth the time and trouble. 

To the yachtsman, painting is such an all-inclusive sub- 
ject that a “commissioning manual” could but skim the 
surface of the many considerations which face every skipper 
in the spring of the year. Of the many factors to keep in 
mind, one of the most important ones to remember is to 
start immediately on any surface that you plan to take 
down to the bare wood. In connection with such jobs, there 
is a wide variety of paint removers that can be used and, 
when refinishing the surface, an electric sander will be a 
blessing. If you are using a flammable paint remover (or 
burning. off), keep a fire extinguisher handy! 

Iron keels can be a constant source of trouble all season 
unless well protected now. Wire brush off all existing paint 
and then apply red lead, zinc chromate, or any other good 
primer, before adding a number of finishing coats. 

You can do a better job on your centerboard if it is taken 
out of the trunk. Besides repainting, there is the chance to 
grind out nicks and to fair the leading and trailing edges 
(providing class rules permit). 

You probably know it only too well, but there are a sur- 
prising number of yachtsmen who do not realize that there 
is a world of difference between trowel cement (glazing 
compound) and seam compound. The former dries to a 
cement-like hardness, but can be sanded smooth. However, 
it cannot be used as a calking compound because it is 
non-elastic. 


Rosenfeld 
Today yachting is a family sport, and all hands turn to 





Rosenfeld Photos 


SPRING—AND FITTING OUT! There is not a scene on this page which won‘t delight 

the yachtsman’‘s eye. For, no matter whether he does the outfitting himself, or has a 

yard do it for him, those balmy Spring weeks of going into commission are, to a 
sailor, the reward for patiently sitting out the long winter 


Sterling Tool Products 
Painting or varnishing 
the spars (upper left) 
makes them look like 
new. The cover comes 
off (upper right). Be- 
fore storing it should 
be roped and tagged 


Liberal applications of 
remover (left), a sharp 
scraper—and a tran- 
som with a “new 
look.’ The modern, 
high - speed sanders 
(right), make the job 
quicker—and somuch 
easier 


Saeed 


A guar-nteed recipe for a smooth hull is to take it down to the bare wood. It re- 
quires care and patience, but it pays dividends. The finishing touch (right) 
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FITTING OUT CHECK LIST 


In General 


[] Start early. It takes more time than may be ex- 
pected. Take cover off on a dry day. Label parts of 
framework and paint boat’s name on canvas. 


Inspecting the Hull 


[-] Check for dry rot, especially where ventilation is 
limited. Inspect rudder gudgeons and _pintles. 
Check location of last year’s leaks. You should have 
marked them last fall. Examine water outlets and 
intakes. Check garboard seams and planking butts. 
Refasten as necessary, then recalk. Apply seam 
composition where needed. Check zinc plates in 
vicinity of propeller struts or wherever needed to 
prevent electrolysis. Make sure they are properly 
bonded to strut. They are useless if not connected. 
Make sure that electrolysis hasn’t already set in. 
Inspect keel bolts. 


Painting the Hull 

[-] Minimum equipment: sand or garnet paper in vari- 
ous grades, a good sanding block, turpentine, putty 
or seam compound, rags or cotton waste, calking 
cotton (not always needed), scrapers, putty 
knives, paint remover, blow torch (not always 
needed), 2” or 2%” brush for varnishing, a 3” or 
3%” brush for topsides, a 3” or 3%” or 4” one for 
bottoms, a 1” round brush (called a sash tool) for 
seams, boottops and cove stripes, and a red sable 
lettering brush. Inspect canvas deck for need of 
replacement or for removing paint. Paint only on 
dry days. Avoid painting or varnishing on windy 
days (too much dust flying around.) Sand lightly 


between coats. 


Rigging and Spars 

[| Check mast hardware, replacing worn pins and 
bolts, damaged servings, pulled splices, ruptured 
tangs. Remove servings and inspect wire splices. 
Replace rigging showing excessive corrosion or 
fatigue which is evidenced by frayed and rough- 
ened wire, especially stainless. Lubricate sheaves 
and turnbuckles. Unlay running rigging and re- 
place rotten or frayed rope. Replace with linen, 
manila or nylon, but not sisal. 


Interior 


[-] Clean bilges of oil and dirt. Clear limber holes. 
Inspect all bolts holding heavy equipment and re- 
place if corroded. 


Engine 

[] Clean and check entire engine, following steps 
recommended on the following pages. Inspect 
fuel lines. Should be clear and unruptured; con- 


nections tight. Test fuel pump. Check shaft align- 
ment. Rotate shaft with coupling unbolted. 


Plumbing and Wiring 


[] Check straps holding fuel and water tanks in place 
to insure that they are sound and bolts uncorroded. 
Are electrical and plumbing connections tight and 
uncorroded? 


Equipment 
(-] Overhaul anchor chain and look for worn links. Is 


all safety equipment on board? Working properly? 
Overhaul bilge pump. 





YACHTING 


While the internal combustion engine does not rate as 
the eighth wonder of the world, there is some reason to feel 
that it should, if one considers its performance in relation 
to the amount of attention given it by the average boat 
owner. Prior to launching, every power plant (propulsion or 
auxiliary) should be carefully checked, and YACHTING’s 
Associate Editor, W. Melvin Crook, has covered the matter 
fully in the following pages. Unless you are exclusively what 
Mel jokingly calls a “canvas hanger,”- we suggest that you 
give close attention to what he has to say, for we think your 
hours afloat will be more pleasureable as a result. 

To have a sweet smelling boat, get your bilge clean and 
keep it that way. Solvents, liberally applied, will loosen dirt, 
and a stiff wire should clear the limber holes. If you have 
inside lead ballast, scrub it off; if it is iron, give it a vigorous 
treatment with a wire brush and paint with red lead. By 
the way, how is your bilge pump? And have you given any 
thought to installing an electrical one? 

Since a tight deck is one of the greatest joys to the cruising 

man, allow plenty of time for recalking where required, 
or if your deck is canvas-covered and needs recovering, 
don’t put it off (but do allow plenty of time—it is a real 
job! ). 
Now as to rigging. Insofar as the masts and booms are 
concerned, the question is always whether to scrape and 
refinish, or to do the easier job of giving them a coat of 
paint or varnish. Essentially it is a question of taste, and 
economy. The really important detail is to check spars for 
signs of weakness and the condition of tangs, turnbuckles, 
sheaves, etc. Look carefully for worn or sheared pins and 
make a point of renewing worn servings and splices which 
have seén better days. The inspection of blocks and winches 
is also a “must;” in many cases they should be taken apart, 
cleaned and oiled. When doing so you will be able to tell 
whether new pins, springs and pawls are required. 

Rod Stephens has always said that the most important 
thing to check on a mast are the bolts which hold the end 
of the standing rigging to the mast tangs, especially the 
fore and aft standing rigging. Did you have any trouble 
with your sail tracks last season? Even if you did not, it’s a 
good idea to be sure that the tracks are faired up and the 
dents removed. The ends of the sections should be lined 
up, and all track screws and bolts should be inspected and 
tightened, using longer screws where necessary. And, if 
any of your slides have rough edges, this spring is the time 
to file them down. 

Naturally, you are going to check all tangs and turn- 
buckles (and see that all cotter pins are. where they should 
be) after you are afloat and the rigging is set up. As to wire 
rigging, it is well to remember that all sheaves should be at 
least 16 times the diameter of any rigging running over 
them, and that their grooves should be of sufficient diameter 
so that the rigging will be neither flattened nor pinched. 

A critical examination of running rigging will indicate 

(Continued on page 102) 
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Reprinted by request 
The ‘‘ladder snatcher’’: there’s one in every boat yard 































Overhauling 
The Engine 


(Some weeks ago we were discussing going 
into commission with YACHTING’s engine ex- 
pert, W. Melvin Crook, and we asked him 
what he did to make certain his power 
plant was in peak condition. 

“Well,” said Mel, “this Spring finds me 
in about the same position as many other 
boat owners. All I can be sure of is that the 
water was drained from the jackets and the 
battery removed. She is typical of engines in 
a majority of the boats about to be put in 
commission. So, perhaps my memorandum 
to myself will be helpful to Yacurinc’s 
readers.” We know it will be.—Ep.) 


Yank The Engine: Yes or No? 


Yes. (1) It has had a couple of hundred hours’ running 
since last time she was rebuilt and is nearly due for a going- 
over on an elapsed time basis. (2) The engine, in season, 
has been in steady use. It has been run fast and slow, for 
both cruising and towing. (3) This might turn up some- 
thing that is just ready to fail and, as a result, keep the 
boat out of commission during part of the season. (4) Every- 
thing necessary for the yanking is on hand—the rigging to 
pull the engine, the tools to work on it, the manufacturer’s 
instruction manuals and quite a few years’ experience. 

No. (1) She has always been well lubricated and cooled. 
(2) The propeller size was selected to keep her from either 
over-speeding or over-loading. (3) On her last runs she 
emitted no sounds indicating bad fits or broken parts. (4) 
Her oil consumption is moderate. (5) She doesn’t overheat. 
(6) She starts like a new engine. (7) Lack of time to do 
the job. 


Conclusion: Do not yank the engine. 


(If point (4) under “Yes” could not have been answered 
in the affirmative, it would mean that to do the overhaul 
yourself was out of the question. Anyone who can’t qualify 
on all the factors of (4) should have his major repair work 
done by others.) 





Rosenfeld 


>reventive maintenance takes the guesswork out of upkeep. Help- 
ful are devices such as this ignition tester 





John W. Coulter 


Unless you are a natural ‘‘motor mac” you will save time and money by having 


professionals do whatever overhaul the motor requires 
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Do a Valve and Carbon Job: Yes or No? 


Yes. (1) That several hundred hours of operation has 
obviously piled up a load of carbon and certainly hasn't 
improved the seating qualities of the valves. (2) This act 
couldn’t help improve the engine’s speed and smoothness 
of running. (3) I have all the necessary equipment, tools, 
instruction books and experience. 

No. (1) Its combustion has always been pretty clean 
except in the idling range, and it doesn’t pump much oil so 
the carbon deposits shouldn’t be too bad. (2) It idles 
smoothly. (8) Speed hasn’t fallen off very much. (4) The 
time for the job just isn’t available. 


Conclusion: No valve and carbon job this year. 

(Here point (3) on the affirmative side is an important 
prerequisite for this job. It is better not to attempt it at all 
than to go at it without the essentials.) 


So, it’s going to be a matter of unit adjustment, repair 
and replacement, is it? In that case, let’s decide who is 
going to do what, by departments. 


ELECTRICAL: 


Batteries: These have become reluctant to take a full charge. 
Their guarantee ran out last June, so I can’t get my money 
back. Batteries always seem to give their last effective gasp 
shortly after the guarantee expires. Buy new ones. 


Distributor: The points in that distributor must be the same 
ones put in when the engine was last overhauled. And 
probably nothing was done about rust-proofing the interior 
when the engine was laid up last fall. Seems I remember a 
loose contact in the cap, too. Off she comes so that the yard 
can take it to the nearest reliable ignition shop for: (1) new 
points, (2) new condenser, (3) new cap, (4) new shaft 
bushing if necessary and, (5) adjustment of points on one 
of those precision machines. (Note: Check to see if a new 
or rebuilt distributor would be cheaper.) 


Coils: The last time I checked it I was almost knocked out, 
so the coil must still be willing and able. On the other hand, 
it’s mounted where it gets an unhealthy amount of heat 
and vibration. Take it along with the distributor and have 
it tested on the proper equipment. 


High Tension Wiring: That wire was good stuff, but it’s 
been on since long before the War. Buy and install all new 
high tension wiring, using spark plug terminals that really 
stay on the plugs. 


Low Tension Wiring: This wire has been in use since the 
boat was new, and much of it has been oil and bilge-soaked 
since the first day it was used. Buy and install all new low 
tension wiring, changing location of all runs so that they 
cannot become saturated with oil and water. Use solder 


























terminals that grip the insulation as well as the wire. 


Spark Plugs: These plugs haven't had over 50 hours running 
and still have plenty of life left in them. However, they 
were left in the engine all winter and probably have picked 
up a little rust to add to their normal coating of combustion 
contamination. They won’t want to start an engine that has 
been poorly laid up. Pull them out, soak them an hour or so 
in carbon tetrachloride and blow them out with a com- 
pressed air jet. If they seem to need it, repeat the cleaning. 
Reset the gaps according to the engine builder’s recommen- 
dations. Better yet, buy a new set and keep the old ones as 
spares—you know how often you break them. 

Starter: That piece of equipment hasn’t had anything but a 
little oil and a lot of use for all these years. And it has 
never given a minute’s trouble. But let’s play safe. Take it 
to the ignition shop and have them give it a good going- 
over, replacing anything that needs it. Remember this is 
an obsolete model and a failure could stop the whole boat 
for a long time, so a spare would be a fine idea. 
Generator: It has been almost as faithful as the starter. In 
fact, that trouble a couple of years ago was not the generator 
at all, but the cut-out. Have the ignition shop overhaul this 
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Rosenfeld 
This is the way the well-maintained power plant should look when 
commissioning is completed. How about yours? 











It often proves worthwhile to have the yard send the power plant 


to a machine shop for major jobs 


Rosenfeld from Oluf Mikkelsen Co. 


unit and toss in a spare cut-out. If a higher output genera- 
tor would not cost too much, it would help carry the load 
of equipment such as radio, direction finder, ship-to-shore 
phone, television, docking lights, etc. 

Electrolysis Inhibitors: The mere mention of the subject 
serves as a reminder to replace those little zinc electrodes 
in the heat exchanger and oil cooler as well as the zinc 
plates under the hull. 


FuEL SYSTEM: 


Carburetor: It has given no recent trouble, but what a 
rumpus it raised one time a couple of years ago! It would be 
nice to take it to the nearest authorized service place and 
have them give it a good going-over, or work an exchange. 
Let’s leave well-enough alone, clean the strainer and make 
sure that the controls are working properly. 


Fuel Pump: This is as old as the engine, too, and by all 
that’s right it should have come unstuck years ago. Still, I 
have seen brand new ones fold up. Leave the old pump on 
but buy a new one for an on-board spare. 

Filters: The fuel has been quite clean lately. Remove ex- 
traneous matter from the fuel filters, clean or replace the 
elements. 


Fuel Tank: Whether the yard that laid up the boat drained 
the fuel tank, I do not know. Drain off any accumulated 
water through the drain plug, letting it flow until clear fuel 
or air emerges. This is not one of the safest of jobs. Avoid 
spilling and shun lighted cigarettes or stoves. 

Lines and Valves: These were replaced with flexible lines 
and special valves right after the War, when the memory 
of many flaming boats was still vivid. Check for signs of 
leaks, abrasion, poor supports or loose connections. 
Gaskets: Just to play safe, be sure to have proper gaskets 
or gasket material at hand before removing and replacing 
any parts that are so fitted. 


LUBRICATION: 


Oil Cooler: This was removed from the boat, so I can be 
sure it did not freeze up and crack. Clean the interior with 
kerosene, drain thoroughly and replace. 

Oil Filter: Buy two new elements. Install one before the 
first operation. Then, after the first change of oil, install the 
other. This seems severe, but failure to change the oil 
before laying-up calls for severe measures. 


Oil Sump or Tank: This should have been drained after the 
last run of the Autumn and refilled with fresh oil to be cir- 
culated through the engine just before calling it quits for the 
season. However, this was not done. Be sure there is enough 
oil to lubricate for the first hour or so of running. Drain and 
discard the oil immediately after your first good run while 
the oil is still hot, dirty and hard to handle. 

(Continued on page 100) 





THE. KR =38",. A NEW 
WEST COAST CLASS 


There are sleeping 
accommodations for 
four; two in_ the 
main cabin and a 
double berth forward 








The galley is in the 
doghouse with the 
stove and sink on the 
port side and the ice- 
box to starboard. The 
head, which is fully 
enclosed, is to port 


The first boat goes 
down the ways at 
the builder's San 


Beckner photos 
Diego yard 


The K-38 was designed by George W. Kettenburg, Jr., and is 
built by the Kettenburg Boat Works, San Diego, Cal. 


She is 38’ |.0.a., 25'10” I.w.1., 8’ beam and 5'2” draft 


ESIGNED to bridge the gap between the famous Kettenburg PC and PCC, 

the K-38 combines characteristics desired by both the cruising and racing 
skipper. Her Ocean Racing Rating is 29.99. Her sail area is 538 square feet, with 
sails by Kenneth Watts. A Gray Light Four provides auxiliary power, with %” 
Monel shaft connected to a special folding propeller. Gasoline tank capacity is 21 
gallons; water, 35 gallons. She has a lead keel of approximately 4000 Ibs. Stand- 
ing rigging is Hazard Korodless stainless steel with Truloc fittings, and all hard- 
ware is bronze. Planking is Douglas Fir, fastened with Everdur bronze screws. 








Our ‘‘Discovery”’ is a 30-foot raised-deck cruiser, powered by a 
100 hp. fresh-water-cooled Mercury engine 


A VOYAGE 
OF “DISCOVERY” 


Cruising the Northwest's San Juan Archipelago 


By LEON SWANK 


N A SUNNY April morning in 1792 His 

Majesty’s ship Discovery, after sailing cau- 

tiously eastward from the open Pacific the 

length of the fabled Strait of Juan de Fuca, 

“came, to the astonishment of all hands... 

upon a great inland sea of divers small 

continents.” Captain George Vancouver of 

the British Royal Navy was sharing with Captain Francisco 

Eliza of Spain, who at the same time was exploring from the 

north, discovery of the vast San Juan archipelago, along the 

coast of what is now the state of Washington, the Pacific 
Northwest’s yachting and fishing paradise. 

Last summer another Discovery cruised through the “great 
inland sea of divers small continents” first seen by those 
early British and Spanish explorers. Less picturesque, no 
doubt, than Vancouver's ship Discovery or Eliza’s sloop 
Concepcion, she had no carved figurehead, no tall masts and 
billowing sails. Our Discovery is a 80-foot raised deck cruis- 
er with a 100 horsepower fresh-water-cooled Mercury motor 
and such modern touches as inner-spring mattresses on her 
five bunks and a built-in ice box. But for the four of us it was 
as much a voyage of discovery and adventure as that first 
voyage must have been for Captain Vancouver and his crew. 

The San Juan archipelago, stretching northward from the 
Strait of Juan de Fuca more than 70 miles to British Colum- 
bia and some 35 miles across the Strait of Georgia behind 
Canada’s mighty Vancouver Island, is indeed a great inland 
sea, and many of its 172 islands are miniature continents. 
With endless shorelines, wide straits and narrow passes, 
many protective bays and charming ports, innumerable 
moorages, marine stations and yacht clubs, the whole archi- 
pelago is a perfect cruising area for modern explorers, 

From the far side of the Strait, the San Juans looked not 
a bit like widely separated islands. As we headed toward 
them, the southern tip of Vancouver Island, with the quaint 
English provincial city of Victoria nestled under high moun- 
tains, broke through the haze. Broad on the starboard beam, 


some 12 miles off, was Whidbey Island, close to the Wash- 
ington mainland. Between them, dim in the distance, were 
a few blue hills which the chart said were the first of the 
San Juans. 

Because the U.S.-Canadian line runs in a zigzag fashion 
almost north and south down the Sound until it reaches the 
Strait of Juan de Fuca, and because we had no permit to 
enter Canada, we ran a little easterly to be certain of re- 
maining in American waters. Captain Vancouver sailed from 
Dungeness 20 miles across the Strait to Vancouver Island. 
Through the glasses Bob showed Lynn tiny Chatham and 
Discovery Islands. Vancouver Island was named in honor of 
the discoverer, and the smaller islands after the two ships 
of his expedition. 

It was less than 20 miles from Dungeness to the southern 
end of San Juan, our first objective. But the Strait of Juan 
de Fuca is a broad waterway leading from the open Pacific, 
and big swells were rolling in from China. They were broad 
on the port beam, and Discovery rolled with them. The 
skipper’s wife is-‘no green hand, even if she did come from 
Kansas. “Anyone could have seen,” she said, “that we'd have 
a beam sea across the Strait.” So she had everything tightly 
stowed, and no harm was done. Only the skipper wondered. 
Sure, I’d expected a beam sea, too—but not in such big doses. 

No one who has read anything of the history of the Pacific 
Northwest could cross the Strait of Juan de Fuca without 
thinking of the old Juan de Fuca legend. In 1592 a Greek 
sailor by that name claimed to have found a great strait 
“between 47° and 48° latitude,” through which he sailed 
from ‘the Pacific to the Atlantic. This was the legendary 
Northwest Passage, which for 200 years was sought by ex- 


_plorers from England, Spain, Mexico, Russia, and Peru. Cap- 


tain Cook, commissioned to seek the mysterious passage, 
passed the Strait during the winter of 1778 and called its 
entrance Cape Flattery. Captain Vancouver came in 1792. 
He had gone to sea at 13, and as a pupil of Captain Cook, 
had perhaps seen the entrance 14 years before. In Discov- 
ery, 12 months out of London, he sailed into the Strait. In- 
tending to make but a brief survey, it was three years before 
he again emerged into the Pacific. In the meantime, he had 
charted and named many of the islands, together with Cap- 
tain Eliza had exploded the Juan de Fuca myth, and finally 
had. taken possession of the country, which he called “New 
Georgia.” 

After we had run toward it for perhaps two hours, San 
Juan Island began-to assume a separate identity. So did some 
of the others. Clusters of small islands were drifting slowly 
away from the mass, and above and beyond San Juan we 
could see the high mountains of Orcas, largest of the group. 
It was on Orcas, named by Eliza, that the famous “fifty-four 
forty or fight” boundary dispute came to a head and was 
settled. As arbitrator, the Emperor of Germany in 1872 
placed the boundary down the center of Haro Strait, and 
gave San Juan Island and all those east of it to the United 
States. 

We cruised the 15-mile western shore of San Juan, along 
rocky coastline and sandy beaches, past innumerable quiet, 
tree-shadowed bays. Off to the west, across wide Haro Strait, 


The author and crew. 
For the four of them 
theirs was as much a 
passage of discovery 
and adventure as 
was the first voyage 
of Capt. Vancouver 
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the high peaks of Vancouver Island looked down upon Van- 
couvers New Georgia, now American territory. All of it, 
that is, except a little plot under the trees at Garrison Bay, 
on San Juan, where we went ashore to stand before the 
graves of eight British sailors who lie buried on the last 
remaining bit of British soil this side of the boundary. Below 
the graves, which are carefully tended by the American 
government, the old British blockhouse still stands. 

That afternoon, after covering 36 miles in six hours, count- 
ing the stop at Garrison Bay, we tied up at a float off the 
little town of Roche Harbor, near the northwest corner of 
the island where a huge lime plant grinds out 1500 barrels 
of lime a day. Roche Harbor was quite a city in the early 
days, but all that is gone, now, and Roche Harbor has be- 
come a “company” town, the one island port which is too 
busy to welcome visiting yachtsmen. The only highlights of 
our stay there consisted of a gorgeous sunset over Haro 
Strait and a visit to the now abandoned shipyard where our 
Discovery was built. 
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Point Lawrence, one of the best salmon fishing areas. Here the big kings run from 20 to 40 pounds and larger 
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When we pulied out into Spieden Channel the following 
morning, the sea was in that peculiar glassy state which 
makes one’s surrounding unreal. Nearby Stuart, Henry and 
Spieden Islands were grotesquely distorted, and off in the 
northwest the nearest Canadian islands seemed to be float- 
ing in space. Several cruisers coming from the direction of 
Vancouver Island looked like phantom ships. But there was 
nothing unreal about that day’s voyage, one of the longest 
of our unhurried island cruise, about 40 miles. By nine 
o'clock we had passed the eastern end of Spieden, whose 
brown, treeless hills give it a distinctive personality, and 
were headed for President Channel and the western shore 
of Orcas, three miles away. 

The weather was perfect, the sea smooth, and Discovery’s 
motor was humming. The crew spread blankets on the after 
topside and, in bathing trunks and sun suit, soaked up the 
sun. The skipper steered with one hand and with the other 
thumbed the pages of Meany’s Washington Geographical 
Names, seeking the origin of some of the names we encoun- 
tered. It was interesting to note that long after the days of 
Vancouver and Eliza, American expeditions gave the name 
“Navy Archipelago” to the island group. The title didn’t 
stick. Most of the names first bestowed in Vancouver’s “New 
Georgia” and Eliza’s “Archipelago de San Juan” are still in 
use. Yet quite a few “navy” names such as President Chan- 
nel, Jones, Decatur, Sinclair and Blakely Islands, and Mount 
Constitution, did stick. There seems to be quite a difference 
of opinion regarding the origin of the name Orcas. But off 
that island we saw huge schools of blackfish or grampus. 
Remembering that the Spanish word for grampus is orca 
and applying the plural ending, the origin of Orcas’ name 
seems evident. 

There were a lot of cruisers and sailing craft off Orcas. 
Some of the former, in company with countless outboards, 
were trolling for salmon. We wanted to try it, too, for Orcas 
is in the heart of the best salmon fishing area and the big 








The o'd British blockhouse, Garrison Bay, San Juan Island 
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“Not until we had drawn away from Orcas did we really appreciate its huge 


size.’ The floats at Deer Harbor (right) 


$i 


kings run from 20 to 40 pounds and larger. But we had a 
long way to go, and there was too much to see. Orcas, 
slightly larger than San Juan, is high and mountainous, and 
stands in the center of the archipelago like a queen sur- 
rounded by her subjects. The island, shaped roughly like a 
giant horseshoe, contains some 37,000 acres, most of it 
haughty and rugged. But there are miles of pleasant shore- 
line and dozens of bays, and its southern side is indented by 
three great sounds. Orcas is almost entirely a land of recrea- 
tion, its shores dotted with hotels, summer homes, fishing 
lodges and resorts. Six villages are scattered around the 
island, and in its center is huge Moran State Park, where 
Mount Constitution offers a fine view of the islands. 

It would take a good day’s cruising to entirely circum- 
navigate Orcas, even without taking time to explore its inner 
reaches or to enjoy the beauty of its coasts. We took half a 
day to cruise the eight miles along its western side. You 
can’t make time when whales and porpoises and blackfish 
as long as your boat are staging a water carnival; when a 
purse seiner makes a haul right beside you; when sport 
fishermen stage half-hour battles with fighting kings, and 
when picturesque resorts and luxurious mansions and seagull 
rookeries cry for closer inspection. It was afternoon before 
we passed between Orcas and Waldron Island, rounded 
Point Doughty, and set our course for Sucia, out in the wide 
Strait of Georgia. Not until we had drawn away from Orcas 
did we really appreciate the huge form and ruggedness of 
that mighty island. 

Sucia, two miles north of Orcas, is in reality a compact 
group of eight small islands, shaped like a giant’s hand. 
With its many splendid anchorages, it is a favorite spot for 
yachting parties and picnics, and in Fossil Bay amateur 
geologists dig fossils of the cretaceous age out of the cliffs. 
We stayed there long enough for Bob and Lynn to dig from 
the rocks some shells and ferns and one fossilized fish. Sucia 
is surrounded by reefs, which explains why Eliza called it 
the Spanish word for “dirty.” 


Bellingham, on the mainland, was still 20 miles away, and 
time was getting short. If there had been more time we 
would have gone southeast to Point Lawrence, at the eastern 
extremity of Orcas, where through the glasses we could see: 
at least 50 cruisers trolling for salmon in what is considered 
the best fishing grounds in the islands. Instead, we headed 
due east for the northern end of Lummi. Off Sucia and 
Matia the rip tide made a boiling inferno of the otherwise 
calm water, and out in the Strait of Georgia big swells 
swept down from the north. In spite of this, Discovery 
clicked off the eight miles to Point Migley in exactly 60 
minutes. After that we cruised down Hales Pass, between 
Lummi and the mainland marine resort and out into Belling- 
ham Bay. Behind Bellingham the snowy form of Mount 
Baker, 10,872 feet high, made a beautiful picture, just as it 
had the day Lieut. Baker, aboard the first Discovery, glanced 
up and became the first white man to see the Indians’ Great 
White Watcher. 

Bellingham Bay is six miles wide and ten miles long, large 
enough to anchor a good-sized fleet. The town, with some 
32,000 population, sprawls along the steep hillsides above 
the bay, looking something like Rio or Naples, with Baker, 
the coast’s last active volcano, adding realism. With Mount 
Baker Forest at its back and the San Juans in its front yard, 
outdoor recreation is Bellingham’s theme, and more than a 
thousand pleasure boats are moored on its bay or berthed at 
its two yacht clubs. 

From Bellingham Bay, Vancouver had continued north- 
ward through the hundreds of other islands which now are 
a part of Canada. It was more than a year before he came 
back but, aided by historical accounts of the voyage, we had 
no trouble in tedieg the route which led him through the 
heart of the archipelago. Instead of turning north into Hales 
Pass, we continued down Bellingham Bay to tiny Eliza 
Island. Under a bright blue sky, we rounded the southern 
end of Lummi, wove our way past countless other islands 

(Continued on page 87) 


Friday Harbor offers every service and accommodation.’ Fisherman’s luck (right) 
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A man diving off ‘‘Shamrock’s”’ stern just before this picture was taken gave her this one-second lead over ‘’H.D.C.“’ 


BERMUDA FITTED DINGHIES 


By CARLETON MITCHELL 


NY WAY YOU look at it, Bermuda is a pretty special 
sort of place. A splatter of tiny islands thrusting 
abruptly from the depths of the Atlantic, semitropi- 

cal in vegetation and manner yet nearly 10 degrees above 
the magic line, a civilization and way of life that manages 
to remain unique despite various impacts—including yachts- 
men—and a boundless hospitality. 

Bermuda is also the home ground of a pretty special sort 
of boat. Like the old-story of the farmer seeing a giraffe 
and declaring: “There just ain’t no such animal,” the visiting 
sailor might look at a fitted dinghy and swear: “There just 
ain’t no such boat!” 

It’s this way, you start with a hull of 14 feet 1 inch (the 
one inch because when the rules were first being established 
it was found that a couple of dinghies in existence ran a 
hair over the 14 feet that had been contemplated, so the 
tule was altered to let them in). Then you stick on a bow- 
sprit that looks nearly as long as the hull. Then you step a 
mast of some 385 feet in the “parting” (partner to me) of 
the “stretcher” (forethwart to me). Then you ship a boom 
that hangs nearly as far over the stern as the bowsprit is 
protruding in the other direction. You're sticking out in 
every direction but one, but you alter that, you bolt on a 
“fan” (fin keel to me) of boiler plate. So then you pile 
aboard as many hardy souls as can find room (after all, you 
can heave ’em overboard whenever the breeze lightens), a 
spinnaker and the necessary gear. Holding onto some stable 
object, such as a bigger boat, you choose and set the proper 
“St” (sails to me, and you probably have your choice of 
three sizes, the “Number One Fit” being the biggest for use 
ir light airs). As soon as everything is ready, you let go and 
begin a balancing act, the duration of which depends en- 


tirely on how far you are going. The most vital man, let it 
be noted, is not the “conner” (skipper to me), but the 
“bailer” (who works like hell in any language). 

The peculiarities of the fitted dinghy do not stop there; 
in fact, that is where they just begin. Sailing one is a cross 
between riding a bronco, playing a big fish with a handline, 
and riding water skiis. 

A moment ago I wrote that the bailer is the vital man. 
On second thought, I’m not so sure. There are the two 
sheet tenders who sit on the high side watching the low one. 
Whenever water begins to curl over (dinghies are undecked, 
of course, just to keep it from being too easy), they slack 
out and haul in, synchronized to each puff and to each 
other. If they ease away too quickly, the boat slows as 


Rigging a fitted dinghy 
is an involved opera- 
tion and must be under- 
taken alongside a dock 
or larger boat where 
the dinghy can be held 
upright by a firm grip 
on the mast. Note the 
stepping of the mast 
through the ‘parting’ 
of the ‘stretcher’ 




































though her fan was dragging bottom; if they hold on for a 
moment too long, water pours in and the boat loses way 
just as quickly. Which means that in the puffy air of Great 
Sound the jib and main sheet tenders are working all the 
time. A job for tough hands and good backs! 

The rules fit the boats, if you know what I mean. 

At the start, half the dinghies are on one side of a com- 
mittee boat anchored at the leeward end of the course, the 
other half across on the other side. The boats are handi- 
capped on the basis of a cubic measurement taken on the 
outer skin. A coin is tossed to see if the boat with the 
greatest handicap starts from the port or starboard side of 
the committee boat; the boat with the next largest allowance 
is stationed on the opposite side, the number three boat lies 
behind the number one, the number four behind the number 
two, and so on until the scratch boat—the one which is giv- 
ing everyone time—brings up the rear. 

At the gun, the crew of the first boat gives a mighty heave 
and gets under way on the tack dictated by the side of the 
committee boat on which she started; if she is lying on the 
starboard side she will get away on the port tack. The other 
boats are started alternately in the order of their handicaps; 
the number two boat, giving the first, say, four seconds, 
gets away on the starboard tack four seconds after the gun; 
the number three pushes off on the port tack after her 
handicap has elapsed, and so on. 


But—and here is the nub—when two boats meet on 


— 


A procession down Little Sound. These sails are on 14-foot hulls! Here boats running free have right of way 
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A dinghy getting up and beginning to go (left). The bailer is out of sight but prob- 
ably not idle. ‘‘Green Pepper’ (below) diving into a wash adds to her bailer's 
troubles. Balance must be maintained constantly by the crew. Speeding runabouts 


are hardly popular with fitted dink sailors 





opposite. tacks either conner may call his adversary about 
with a shouted “hard-a-lee.” The converging boat must 
respond if there is a possibility of being touched by any 
part of the other boat—and the forcing boat may extend her 
reach by pushing her spinnaker pole out through a ring on 
the end of the bowsprit, and squeezing up into the wind a 
bit, besides. On the “call” both boats are supposed to tack 
simultaneously. Two fertile fields for protests, naturally. 

Another rule is that live ballast may be shed any time at 
the discretion of the conner. At the Bermudian equivalent 
of “scram” a crew member balances his way to the stern 
and dives off, kicking the boat ahead as hard as possible 
with his body thrust. This stunt is used not only in light airs, 
but in close finishes. (The boat crossing the finish line in the 
lead picture won the race by one second because a crew 
member dived over the stern to give her way just after she 
came about, a moment before the picture was snapped.) 

No boats are more keenly raced and nowhere is rivalry 
hotter. Many are the stories: the bailer who threw water into 
the opposing conner’s eye, blinding him at a crucial moment; 
the crew of one boat who shouted a concerted and stentorian 
“hard a-lee” at a rival conner hidden behind a mainsail, 
startling him into putting his helm hard over and capsizing 
before the ballast could begin to move. 

In many respects the Bermuda fitted dinghy—the term 
“fitted” coming from the keel; in early days some were 
fitted and some were not—is remarkably like the Chesapeake 
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The “fan” is a piece of boiler plate fitted to the hull; from it 
comes the name “‘fitted’’ dinghy. A typical Bermuda scene (right), 
a dinghy and Gibbs Hill Lighthouse 


Bay log canoe. Both are a sailor’s answer to local needs and 
local conditions, beginning as work boats and evolving into 
racing machines as that old human urge of gettin’ there 
fustest asserted itself. Like the Bay boats, they represent the 
ultimate in crowding on sail to get speed. 

I had the pleasure of sailing aboard Green Pepper in 
Hamilton Harbor. Pepper was a spry little lady of thirty. The 
spar of her “Number One Fit” was 34 feet 10 inches, her 
main boom was 20 feet, and her bowsprit 9 feet 6 inches 
beyond the stem. Her fan gave her a draft of roughly 5 
feet. Each puff made us feel as though she was getting up 
on the step, and each lull made us scramble to keep from 
rolling too far back to windward. Balance had to be main- 
tained just right in coming about. During each puff the 
bailer worked furiously, fighting with a shallow pan to 
scoop out the water as fast as it came over the side. 








A spectator (right) hauls 
aboard a crew member 
who has been jettisoned to 
lighten the load in his dink. 
There are no restrictions 
or the number in a din- 
ghy's crew, so in light airs, 
live ballast dives over the 
stern, giving a push while 
about it 
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Whenever the boat got really going the fan would vibrate 
and the conner would crow: “The motor’s on!” 

The biggest trophy is the Jubilee Cup, donated during 
the Jubilee Celebration of Queen Victoria. It is competed 
for in match races between representatives of the Hamilton 
Dinghy Club and the St. George’s Dinghy and Sports Club. 

Any time you are feeling jaded and think the 500-odd 
feet of sail on your 30-footer is a bit of a nuisance, just drop 
in at Hamilton and play with over 700 square feet on a 14- 
footer. It must be the climate! 


Before the start (left). They are 
sent off on opposite tacks ac- 
cording to handicaps. On meet- 
ing, converging boats must tack 

simultaneously on ‘‘call’’ 
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Those were the good old days. You an- 
chored and waited for a change of tide 
or better breeze 


DISTANCE RACING, SOUTHERN STYLE 


Those Passages From New Orleans to the Gulf Coast Have Features the Bermuda Racer Never Met 


By JOHN M. KINABREW, JR. 








ee N THE YEAR 1850, the sail yachts of the Southern 
( Yacht Club fleet began an event that has become a 
= habit along the Gulf Coast. They started a long dis- 
it tance race on July 4 from West End, at New Orleans, 
to Pass Christian on the Mississippi Sound. Almost a 
hundred years later we're still racing down the Sound. 
Basically, the race has remained the same. From a start 
off West End on Lake Pontchartrain, the course is down 
the lake to the east, across the Middle Grounds, through 
the Rigolets into Lake Borgne, out into the Sound at Point 
Clear, and to the finish line somewhere to the east. 

Over the years there have been variations on this theme. 
At the time of the first few races, the Southern Yacht Club 
was located at Pass Christian. The members were New Or- 
leanians who then, as now, had summer homes at the Pass. 
They brought their yachts over to the coast early in the 
summer, raced there, and brought them home in the fall. 
Those were the “good old days” of gafftopsail sloops and 
schooners, no bridges on Lake Pontchartrain or the Rigolets, 
and few aids to navigation. You had no auxiliary power to 
buck the tide in the Rigolets; if it was too strong, you an- 
chored and waited for a change of tide or a better breeze, 
and you fought mosquitoes while you waited. 

Then came “progress.” First signs of it were the L. & 
N.R.R. bridge over the Rigolets and the N.O. & N.E. R.R. 
bridge across the eastern end of Pontchartrain. Important 
aids to navigation were established. And the character of the 
yachts was changing from the comfortable sloops and 
schooners of the old days to the sandbaggers and other rac- 
ing types. The finish of the races varied also. Some ended at 





Biloxi and at Point Clear on Mobile Bay, as well as at the 
Pass. 

As the type of contesting yachts changed from sandbag- 
ger to scow and then to 21-footer, a new terminal point was 
brought into use—Gulfport. More recently, the races have 
ended either at this point or at Biloxi, with an occasional 
race to Mobile Bay. And there are now two highway bridges 
to contend with—one in Pontchartrain and one in the Rigo- 
lets—and the aids to navigation are so numerous as to be 
almost hazardous, since the course is part of the Intracoastal 
waterway system. But none of these obstructions has dimmed 
the sailors’ ardor. ; 

Let’s take a typical race. The start is off West End at 4:30 
on the Saturday afternoon preceding the Fourth of July. 
Thirty-six boats cross the line on a one-gun start—six “cut- 
ters” (a handicap class of sloops about 35’ overall), eight 
Gulf One-Designs (chine-built, centerboard, cabin sloops 28’ 
overall), nine Luders 16s, ten Stars, three knockabout sloops 
(smaller and slower than the cutters), and four cruisers 
(schooners, yawls, and ketches in a handicap class). 

The race committee for the last month has been figuring 
handicaps. The final result suits no one. The cutters don’t 
like either their class handicaps or the fleet allowances; the 
Stars think that they should get more time since they don’t 
carry light sails; everyone thinks that the 28 per cent given 
to one cruiser is excessive, and so on and on. 

The handicaps are figured on a past performance basis. 
One of the cutters is scratch boat; everyone else gets a 
percentage of her elapsed time as an allowance. Admittedly 
this does not handicap the yachts on their potential speeds; 
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1: definitely takes into consideration the relative skill of the 
skippers. There is a lot of argument as to whether this is good 
or bad. In at least one respect it is good—it encourages the 
tyro to come out and compete against the expert. On the 
other hand, it does not particularly encourage the skipper 
to get the most from his boat. 

At one time we started earlier, at about 2:30 in the after- 
noon. Due to the light airs prevailing at this time of year, 
ithe fleet would drift and drink beer down to Milneburg on 
the Industrial Canal; then a fresh southwest breeze would 
spring up about 4:00 or 4:30 and the race would start all 
over, with the last boats boiling down with all sails set on 
the still becalmed leaders. 

The course is down the shoreline on a fair breeze to the 
South Draw of the N.O. & N.E. bridge, then through the 
South Draw of the Highway (Maestri) bridge. There’s some 
distance between the southern ends of these bridges and 
sometimes you need the room. Occasionally the second 
bridge tender will be slow in opening up and you will have 
to take a tack while waiting. You really hear some salty 
language then, for it means dousing the balloon jib (and 
maybe the spinnaker, too) and sacrificing a minute or two 
to the boats behind. 

When schooners or other deep draft boats race, or if the 
South Draw is out of commission, the course is through 
North Draw and the dredged channel of the Intracoastal 
Waterway. This is longer, the channel beyond the bridges 
is full of buoys, and the range lights at the corner in the 
channel are dim and almost indistinguishable against the 
lights in the fishing camps at North Shore. 

If you get caught between the bridges at North Draw, 
there is hell to pay, for there is little room to play around in. 
In April of this year, seven L-16s racing to the Pass hit 
North Draw all together. The highway bridge was slow in 
opening, and five boats were sailing around in the midnight 
dark (they started at 9:00 p.m.) cursing the bridge tender; 
cries of “Starboard tack,” “Sea room,” and “Get the hell out 
of my way, you so-and-so,” filled the air. No damage was 
done, but the race began again at that point. 

Once inside South Draw, there is the Middle Grounds to 
pass. The safe way is through an unmarked dogleg channel 
to the southeast. If the tide is high, or if the race is close, or 
if you have a centerboard boat, you usually go right across. 
After all, the chart shows five feet, but it doesn’t show the 
lumps. If you don’t hit too hard, you can strap ner down and 
sail off. It’s not uncommon to see a cutter, Sound Interclub, 


The S.Y.C. patrol boat 
precedes the fleet, tells 
the bridge tenders how 
many boats are com- 
ing, and the bridges 
supposedly open and 
close as necessary to 
keep both yachts and 
traffic moving 





or L-16 go right across with a man hanging from the lee 
spreader, and another hanging way out to leeward from the 
lee shrouds. 

Just inside the Rigolets, on the other side of the Middle 
Ground, is the highway (Old Spanish Mail) bridge. This is 
a fast opening bridge, although sometimes it is kept open 
or shut too long. The S.Y.C. patrol boat precedes the fleet, 
tells the bridge tenders how many boats are coming, and 
the bridges supposedly open and close as necessary to keep 
both yachts and traffic moving. The Coast Guard vessel 
convoying the fleet (manned of late by members of the 
Auxiliary) brings up the rear and picks up anyone in trouble. 

The Rigolets is a deep, wide, twisting waterway through 
the “prairie tremblant” (flat marshes covered with grass and 
reeds). Deep means up to 90 feet, except where there are 
flats off the points and in the bends. There is from one to 
three feet over the flats. 

Sooner or later everyone runs aground in the Rigolets—or 
almost does. Those low, marshy shores blend with the water 
and sky on a dark night and you can’t tell where one leaves 
off and the other begins. One night Quakeress III, a Massa- 
chusetts Bay 21-footer, was just through the highway bridge 
trying to catch Sorceress II. With ballooner set and the 
board half down, she touched the flat on the first point on 
the north. As the board began to drag, the skipper uncleated 
the ballooner sheet and put her about, but the line jammed 
and one of the crew had to clear it. The maneuver was com- 
‘pleted without further mishap (so we thought) and, after 
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- coming about again, the skipper called for a check on the 
dinghy. In those days the rules required that every yacht 
except Stars, tow a dinghy. Lo and behold, no dinghy!!! The 
skipper had uncleated the towline instead of the ballooner 
sheet. 

The rules said you had to finish with your dinghy, so back 
the Quakeress went. And the remarks that the rest of the 
fleet passed as we worked back! “Say, don’t you know the 
way to Gulfport yet?” “Drunk again!” “One of us is lost, I 
hope it ain't me.” “Shay, boys, we mus’ be los’. There goes 
the ol’ Quakeress that way!” 

We never did find the dink, so we anchored to resume the 
search at daybreak. The skipper, due to his rank, drew the 
mainsail to sleep in (there were no mosquito bars on board.) 
Others wrapped up in light sails or what have you. It was 
like sleeping in a Turkish bath, the temperature was 75°, 
but the mosquitoes could have been worse: As it was, they 
drilled through two and three thicknesses of sail cloth to hit 
live meat. The next morning the dink was sighted up against 
the lee shore and the skipper was heaved overboard to swim 
and wade through the mudflat to get it. The breeze held just 
long enough to get us into Lake Borgne, then dropped flat. 
We drifted down the Sound all day and made Gulfport 
about 7:00 p.m., 12 hours after the rest of the fleet. 

In the Luders race last April, Sporl, his Sybarite ahead 
by a minute or two, hit the last point before the L&N bridge 
and took 20 minutes to get off, losing the race in the process. 
Buddy Jahncke had the captain of the Port Bonheur (the 
family yacht) put up a sign on the point reading “Sporl’s 
Point,” so that next time Harold Sporl came through in his 
powerboat Bocheco, there was the sign, sticking out like a 
sore thumb. 

In the Luders race last April, Sporl, his Sybarite ahead 
through Sawmill Pass into Lake Catherine in error, or get- 
ting into West Pearl River by mistake. You really have to 
be off the beam to do this, but it has been done. Another 
hazard of the Rigolets was the luggers. Before the dredging 
of the short cut and the closing of the new Basin Canal, 
many watermelon luggers used to run from the Sound to 
New Orleans through the Rigolets at just about the time 
of the Long Distance Race. 

One night the Robin Hood II, another old 21-footer, was 
resi through under full sail. A lugger, traveling without 
lights, loomed up close ahead. Prompt action on the part of 
the Hood’s skipper prevented a head-on collision, but the 
spinnaker was lost on the cribbing of the lugger’s deckload. 
To add to the confusion, an excitable member of the Hood’s 
crew, well-known for his eagerness with a sharp blade, 
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Sooner or later everyone runs aground 
in the Rigolets—or almost does 
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jumped to the mast and with two slashes of his sheathknife 
cut all the halyards. They were an hour splicing lines, reev- 
ing halyards, and getting under way again. 

The cruisers are permitted to run their motors from the 
North or South Draw through the L. & N. bridge, and are 
penalized an hour for the privilege. 

Before the recent war and the dredging of the Intra- 
coastal Waterway short cut, there was only a day beacon 
off the point outside of the Rigolets, Pearl River Light, 
and Grassy Island Light, plus some black cans off Pearl 
River, to look out for. Now there are lights on the west bank 
of the Rigolets, a string of lighted and unlighted buoys all 
the way to Pearl River, plus some three-pile dolphins and 
spoils banks along one side of the channel. In addition, the 
1947 hurricane wrecked a number of beacons and the un- 
marked piling represents a real hazard. A good lookout pays 
dividends here. 

A lighthouse was formerly maintained on Point Clear, 
commonly known as St. Joe Light. It is now abandoned and 
a beacon (Grassy Island Light) marks the fairway. A pier 
and lifeboat house used to be off the lighthouse, but now 
only the piles and the rocks around them remain. 

The Gulf Ones raced over to the Pass about a week later 
than the L-16s last spring and Wildwind and Windigo were 
fighting each other downwind, spinnakers set, off Point 
Clear. Windigo, inside, hit the unmarked debris off the old 
light; Wildwind hardened up and missed it by a hair's 
breadth. Windigo was a day getting off and was finally 
towed to Bayou Coddy (Cadet) and beached with a hole 
in her bottom. Wildwind, not realizing that Windigo was in 
trouble, went on to finish the race. 

Once out in the Sound, the course is through Pass Marianne, 
unless the race is to Pass Christian. In the latter case, the 
route is inshore around the beacon on the Square Handker- 
chief and into the west entrance to Pass Christian. But more 
about these later. 

Before the recent war, the only channel was through Pass 
Marianne itself. All of these reefs—Merrill Boquille, tail of 
the Square Handkerchief, and the little ones scattered 
around, are shell (or coquina) and have very little water 
over them. This pass is reasonably well marked with lights 
and buoys and you don’t often get in trouble here. The new 
channel to the south is too well marked for racing and has 
too much traffic in it. It is full of buoys, three-pile dolphins, 
spar buoys; and a spoil bank to one side, to say nothing of 
the wreckage of day marks destroyed by the hurricane and 
run down by tows. After rounding the point outside of the 
(Continued on page 96) 











Of various models built by Correct Craft, Inc., Pinecastle and 

Titusville, Fla., their 25’ open cabin Fisherman is one of the 

most popular. Power options include a Gray 6-88, 6-112, 6- 

125, S$6-330, S6-427; a Chrysler Ace, Crown or Royal; and 
a Packard 6-104 or 8-150 


Ray Krantz 

‘Marmetta’’ was designed by Philip L. Rhodes and built by 

3lanchard Boat Co. for Edmund Hayes of Seattle. She i: 

42'9” |.0.a., 29’ I.w.l., 10’ beam and 6'4” draft. Sail area 
is 756 sq. ft., and her auxiliary is a Gray Four 140 


“Fish Hawk" (right) is a stock 21'4’’ sport fisherman de- 

signed by Robert S. Fox and distributed by FoxCraft, Dux- 

oury, Mass. Construction is by both Quincy Adams and Cape 

-od Shipbuilding Co. Engine options are Gray or Universal, 
from 25 to 45 hp. 


OF RECENT CONSTRUCTION 


A 14’ Fiberglas utility built by Triangle Boat Co., Long Beach, Cal. 


This 21-foot outboard cruiser is built by the Culver Boat Corp., Men- 
tor, Ohio. She is propelled by a 10 hp. Evinrude 











THE “GAUCHO” 
COMES HOME 


By ERNESTO C. URIBURU 


[In the December, 1947, through the March, 
1948, issues of YACHTING is an account of 
the cruise of the “Gaucho” from Buenos 
Aires to Dakar, Gibraltar, through the Med- 
iterranean and back across the Atlantic to 
New York. After a four month layover in 
New York, she completes her round trip 
voyage back to Buenos Aires.] 


Photos by Miguel A. Britos 


“Gaucho” at Rio de Janeiro. Two long years ago we had left this 
same port, outward bound toward Africa 


TARTING ON the last lap of her long cruise, 

Gaucho sailed from City Island one cold morning 

in December, 1947, after spending four months 

N\ in New York. We planned to sail down the 

sf— Inland Waterway to Miami, then to Havana, 

Hispaniola and a few ports of Eastern Brazil 

and finally back home to Buenos Aires. It was 

a long and interesting route, but difficult, due to our being 

so far to the southwest when leaving Miami. Easting against 

the trades is quite a job, but our curiosity to visit parts of 

the West Indies proved stronger than reason and hence we 
did not plan to follow the more logical sailing route. 

Gaucho sailed merrily along the 1400 miles of the Inland 
Waterway, running aground so often that the crew devel- 
oped the automatism of a firehorse. On touching bottom, we 
banged out the main boom with three Gauchos riding it, 
one of them lassoing a light Danforth anchor to help the 
engine get us off. It was cold. One morning the Dismal 
Swamp Canal was frozen over. We dangled two heavy an- 
chors from the bow and kept going. The noise of the break- 
ing ice gave the impression of sailing over a long skylight. 

During the crossing of the Gulf Stream on the passage 
from Miami to Havana we had a preview of the contrary 
winds that were to be against us for 5300 miles, until we 
turned Cape San Roque, at the eastern point of South 
America, in one of the longest beats to windward that I can 
remember. 

We moored at the Club International, Havana’s new 
yacht club. Its pier, then under construction, resembled the 
profile of a liner. There also was Rafael Posso, well-known to 
American yachtsmen, that amiable commodore who made 
our stay in Havana so pleasant. The Federacion Nautica 
Cubana awarded Gaucho its Gold Medal and, when we 
sailed away, many yachts escorted us to sea. 

For the first time bad luck fell upon us when Lt. Vazquez’ 
father became critically ill in Buenos Aires, and Vazquez 
had to leave. We missed him very much, as he was an 
excellent shipmate, a good sailor and fine navigator. Alberto 
Kolliker. Frers, a well-known Argentine yachtsman, came 
from Buenos Aires by plane and took his place. It was then 
that LUIZX, our radio call number, brought us the news that 
the Blue Water Medal of the Cruising Club of America had 


been awarded to Gaucho. This honor was celebrated by all. 

We were now at sea again, sailing over the northern 
route, bound for Port au Prince, Haiti. The wind, blowing 
always from the eastern quadrant, and shifting to ESE, in 
the morning and veering to the ENE in the afternoon, did 
not help much. It was Force 5 and 6. The word brizote, 
meaning strong wind, was heard every day in the radio re- 
ports. We pitched accordingly. It took us two weeks to turn 
the Punta Maise, at the eastern end of Cuba, the Alpha and 
Omega of Columbus’ days. For a few hours, when crossing 
the Windward Passage, we experienced the marvelous sen- 
sation of having the wind abeam. It blew fresh and the long 
seas helped us to average 8% knots. We passed Mole St. 
Nicholas, whose beautiful mountains marked the point where 
Columbus discovered Hispaniola and then, entering the 
Gulf of Gonave, we anchored at Port au Prince, amid some 
of the most extraordinary landscape to be seen anywhere. 

Two days later we sailed from Port au Prince, bound 
for Ciudad Trujillo, Dominican Republic. We were carried 
along by the terral, the wind from the land that springs up 
at midnight and lasts until about ten in the morning. Then, 
after an hour of calm, the wind usually veers 180°. Gaucho 
kept forging slowly ahead, using her engine to help. At 
nightfall we expected to see the light at Cape Dame Marie, 
as marked on the charts, but the light was dark, as were all 


“Gaucho” can best be 
described as an Argen- 
tine double-ender. De-’ 
signed by Manuel Cam- 
pos and the author's 
brother, she is 50’ I.0.a., 
14’ beam, and 7'5” 
draft. Ketch rigged, her 
sail area is 969 sq. ft. 
Her auxiliary is a Ker- 
math diesel 
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deep draft 


lighthouses on the way to Ciudad Trujillo, so the safe thing 
to do was to keep as far from the coast as possible. In turn- 
ing this Cape, we ran before the wind for a couple of hours 
and then were becalmed until it came out of the east again. 

One afternoon we saw the dark triangular silhouette of 
Alta Vela Island. We were well inside the range of visibility 
of its lighthouse, but no light showed. We tacked out to 
sea and, 24 hours later, when we again raised the coast, we 
were at exactly the same spot as the day before. We tacked 
out a second time and, after another 24 hours, we had 
advanced ten miles. Later, we were informed that the light- 
house is in charge of an elderly man who is in poor health, 
and every time he doesn’t feel well, he turns off the light 
and goes to bed. Fortunately, the skies in that region are 
clear and the high shape of the island forms a contrast with 
the light of the stars. 

At Ciudad Trujillo, Gaucho was prepared for the long hop 
to Natal, Brazil, 2600 miles away. It was going to be a hard 
nut to crack as our course would not enable us to take much 
advantage of the Trades. To the south we would meet the 
Equatorial current which has a velocity that increases from 
50 to 90 miles a day in the vicinity of the mouth of the 
Amazon River. 

Puerto Rico, Redonda, Saba, and Antigua were left to 
port. They were discovered by Columbus on his second trip. 
We entered the Strait of Guadeloupe; the Ile de Terre and 
Marie Galante were in view and I was at the tiller when it 
became increasingly difficult to keep on our course. Short 
seas came from every side and the water looked as if it were 
boiling. It was an unusual situation. We guessed at the 
reason until the next morning when the radio reports gave 
us the news of a strong earthquake in the area of Ciudad 
Trujillo. 

Another day we ran into a spot in the sea covered by an 
incalculable number of small jellyfish, rectangular in shape, 
with a blue colored nucleus and a crescent shaped digestive 
tract. For nine miles we sailed over this seven-foot deep 
agglomeration. We were awed by this manifestation of life. 
We caught some samples and kept them in jars, but they 
died shortly and left almost no remains. 


Since we found we could make but slight progress under 
sail, we had to use our engine for hours at a time. It was not 
long before our supply of fuel ran low, so I decided to re- 
turn to Barbados to replenish our tanks. We made port at 
Bridgetown, the capital. After two days of rest, we took on 
provisions and returned to sea to continue to fight the 
Trades. At the longitude of the Guayanas we ran into ten 
days of squalls and rain. We had 27 squalls in a 24-hour 
period and wind velocity was at times up to 45 knots. Oc- 
casionally our sails were damaged and Lobo was kept busy 
with the needles. Gaucho was dry inside and did not take a 
drop of water. Pitching and rolling made cooking an acro- 
batic art, but our health was good and so were our spirits. 






Snow had fallen before 
“Gaucho” left City Is- 
land. Foul weather gear 
was broken out and the 
Skipper immediately or- 
dered all hands to let 
their whiskers grow 


Locking through on the 
Inland Waterway. Our 
put us 
aground. more 
than we could remem- 
ber, but we developed 
talent for getting off 


times 


For 20 days and nights we kept the engine running, the sails 
trimmed flat, and little by little we had to give way until we 
got into the Equatorial current at the longitude of Natal. 
We tried to break it, but the combination of the adverse 
elements proved too much for us. It was, in a way, a disap- 
pointment not to be able to turn Cape San Roque on this 
hop, as we had planned. Yet, looking back into the history 
of sailing, we find that no sailboat caught in the lee of the 
Cape has been able to turn it. The solution to the problem 
consists in following the channels along the coast where the 
current is almost nil. With the help of a pilot with local 
knowledge, it is possible to get through the labyrinth of 
reefs and breakers. 

Gaucho covered the 166 miles to Fortaleza in 24 hours. 
It was glorious to sail with the wind after that long stretch 
pct, it. The Gauchos shaved their whiskers that had 
grown bushy aiter 32 days at sea. We had sailed 2400 miles 
from Barbados and the prospects of a few days on shore 
were welcomed. 
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Bobby and Joao, the 
pilot. In the back- 
ground is Cape Calca- 
rar, at the northeast 
end of South America. 
Joao was an optimist, 
to whom all things 
were ‘bom’ (good). 
Leaving New York 
with Bobby (left) ex- 
periencing a rising sea 
and a rapidly falling 
temperature 





Twenty miles before reaching port, we met the first 
jangada, one of the native fishing boats. They are one of the 
most primitive craft made by man and at the same time a 
miracle of intuitive engineering. Light logs, tied together 
with palm leaf rope, form the body of the craft. Wooden 
pegs such as were used by the old Vikings in their double- 
enders replace nails and bolts. The mast may be set in 
seven different positions and the wooden centerboard is set 
in slots on either side of the raft. With the board up, the 
jangada will go to leeward; with it down, she will point. 
The anchor is a heavy stone with a hole in it through which 
a handmade rope of palm fiber is attached. 

A member of the crew keeps her sail wet with water 
from a wooden sling similar in shape to the racquet used 
by jai-alai players. In quite a rough sea, they sailed circles 
around Gaucho. I have seen them in squalls, 30 miles from 
shore, with the men wrapped in the sail and hanging onto 
the logs. Fifty jangadas held a regatta in our honor at Forta- 
leza Bay. 

Some 265 miles separate Fortaleza from Natal and the 
coastwise trade between these two ports is carried by sail- 
boats utilizing the so-called “canals.” As there are neither 
buoys nor marks to use as guides, pilots get their bearings 
from the coconut palms, rocks, huts and other objects. They 
use the lead often, and at sunset the anchor goes down until 
dawn. 

- The pilot we hired was Joao, a taciturn Indian from the 
Amazon River. Joao was an optimist, but a careful pilot. 
Every morning I put up to him the same questions and got 
the same answers. “How is the weather, Joao?” “Bom (good), 
sir!” And the seas?” “Bom!” came the answer and Bom! 
was everything. “And’God is Bom, Joao?” He would take off 
his cap and exclaim, “Bom! Captain.” One day I asked him 
about the way he was able to make his usually accurate 
weather predictions. With a gesture he showed me an alma- 
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nac printed by a well-known pill manufacturer. “Tomorrow 
is going to be Bom, Captain,” he pointed to the book. “Here 
says ‘variable,’ and ‘variable’ is Bom!” The Gauchos will al- 
ways remember Joao the Pilot’s philosophy, as it was akin 
to ours. 

The entrance to Natal is not an easy one for a small 
vessel as the current is strong and the mouth is narrow. We 
came in at night guided by the reflection of the breakers 
and the port lights. 

From Natal we sailed for Bahia, 750 miles away, meeting 
fair weather en route. For the first time we had Gauchos on 
the sick list; Bobby and I went down with the flu. We got 
rid of it in four days with the usual treatment. Aspirin and 
hot punches combined with the tropical heat made us sweat 
freely. When we got up, Lobo got sick. Apparently, the 
microbes also had their watches! Almost in sight of Bahia 
the current- held us for a day, but we finally managed to 
enter the beautiful Bay of All Saints. 

From Bahia to Rio de Janeiro the sailing was good and 
Gaucho’s log does not show anything extraordinary. We 
followed our routine, nothing was left undone; Gaucho was 
always kept in shape and ready to take any weather. Our 
canvas was showing the strain of the long cruise, and as we 
were approaching home waters with their strong pamperos 
from the SW, we checked carefully on our stock of storm 
sails. When we entered the Bay at Rio de Janeiro many of 
our Brazilian friends were on hand to greet us. Two long 
years had passed since we left Rio outward bound toward 
Africa, and it was nice to be with them again. 

Our departure from Rio coincided with the annual nauti- 
cal parade on the Bay. We had with us for the crossing of 
the Bay, Admiral Lemos and Admiral Lovat, chief of the 
American Naval Mission in Brazil. Dr. Belem, a well-known 
local yachtsman, sailed with us as far as Santos. 

Nearing the home waters of the Plata Estuary, the ex- 
pected pamperos, with their strong gusts and short seas 
greeted us. As we crossed the Cape Santa Maria that marks 
the outer section of the Plata Estuary, the wind became fa- 
vorable and, running before it, we rapidly left Lobos Island 
in our wake. Little by little the water changed from clear 
green to brown, and about 3:00 a.m. we were in sight of 
Montevideo. Nearing the coast we saw the beam of a search- 
light, it was Upa. Upa is a sister ship of the Islander, Harry 
Pidgeon’s boat which he lost recently in the New Hebrides. 
In 1946 Upa gave us a send-off and now she was the first 
to greet us. 

After anchoring overnight at the Yacht Club Uruguayo, 
Upa and Banshee, another local yacht, were to escort us to 
Buenos Aires where a reception was planned for August 22, 
1948. Ironically, pea soup fog covered the River Plate and 
hung over it for days. All traffic was at a standstill and 
Montevideo’s port was closed to navigation. Finally, port 
authorities allowed us to leave at our own risk and we 
sailed out into the gray blanket. We could hear the bells 
of the anchored steamers and we used our fog horn every 
minute during the 110-mile crossing. 

Some five miles from Buenos Aires the fog cleared. Soon 
we were surrounded by many boats of every description. 
Thousands of friends were on hand, defying the dirty 
weather to see our return. Gaucho broke out the flags of the 
countries visited. So, at 3:00 p.m., as originally announced, 
Gaucho crossed the starting line off the Yacht Club Argentino 
amid the deafening sound of sirens, horns and bells from 
the many ships in the port, having left 27,342 miles of 
oceans, seas, rivers, lakes and canals, 60 ports and 12 coun- 
tries in her wake. 

This time we were home, after two years and 25 days of 
cruising. I shook hands with my boys and gave Gaucho’s 
tiller a long pat. Gaucho’s anchor went down and grasped 
the muddy bottom of the Plate as an old friend’s hand. A 
chapter of our lives was at an end, but like all sailors, it did 
not mean the end of the book. 




















DIRECTION FINDERS 


With Proper Selection, Installation and Opera- 
tion, the Many New Sets Give Excellent Results 


By ROBERT N. BAVIER, JR. 


market more than 20 years ago, the average yachts- 

man thought of them, if he considered them at all, 
as an expensive, intricate and perhaps useful bit of equip- 
ment for steamships or large ocean going yachts. Through 
the years this conception has changed (as have the sets 
themselves) so that now a radio direction finder is considered 
almost essential for all yachts which are cruised or raced 
offshore, along shore or on the Great Lakes. To understand 
why this change has come about, let’s review what a modern 
direction finder is and what it can do for you, whether you 
own a 25-foot cruiser used only for weekend cruises, or are 
a world voyager. 

A direction finder is really a radio receiving set equipped 
with special frequencies to permit reception of radio signals 
sent out by shore stations, lighthouses or lightships. Its pur- 
pose is not only to receive these signals but also to be able 
to tell accurately the direction to the station whence the 
signal originated. This is accomplished by means of a special 
loop antenna mounted on a dummy compass and capable of 
being rotated in azimuth, i.e., horizontally. When the plane 
of the loop is swung parallel to the incoming signal, the 
signal is received at maximum strength; when perpendicular 
it is received at minimum strength or not at all. By swinging 
the loop until the signal is received at minimum volume (in 
practice actually an absolute null, or bearing on which no 
signal is received), and then noting the position of the loop 
in relation to the azimuth (compass rose) on the set, bear- 
ings of the radiobeacon station relative to your yacht’s head 
may be determined. By noting at the same time the ship’s 
heading by magnetic compass and applying the relative 
bearing thereto, a magnetic bearing of the radio beacon is 
obtained. This is used in navigation in the same way as 
visual bearings of lighthouses are used in piloting. Likewise, 
two or three radio bearings may be obtained one after the 
other in order to obtain a fix, just as cross bearings are used 
for fixing your position from visual landmarks. Best of all, 
it requires no special skills to operate a radio direction finder. 


We RADIO direction finders first appeared on the 





Rosenfeld 
An ideal installation—a medium-sized Bludworth, with exterior 
loop, mounted in the doghouse of a large auxiliary 
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This small RCA model gives excellent results when operated be- 
low decks where there is plenty of room to plot fixes 


If you've never seen one, after reading the manufac- 
turer’s instruction sheet or (I hope) this article, you should 
be able to. operate a set the very first day you try it. Further 
practice will increase accuracy of the bearings you take 
but the very first day you use one you will be able to 
navigate with it. 

For various reasons, primarily limited range, radio direc- 
tion finding may never entirely replace celestial navigation 
but it is a comparatively simple science to master and does 
things which celestial navigation will not. A radio direction 
finder, for example, operates perfectly in thick fog and 
overcast days. It gives good bearings at night. And its range 
is sufficient to get fixes whenever you are near land—the 
time when accurate fixes are really essential. 


Selecting a Set 


Before discussing in some detail the installation and oper- 
ation of a radio direction finder, let’s give a few thoughts to 
selecting the right set for your needs. A number of really 


‘ good ones are available and many of the most practical ones 


for yachts are small and inexpensive. Unless you have a 
truly large yacht, one of the small, light weight sets should 
fill the bill. Higher-powered sets provide the ultimate in per- 
formance. Higher cost, space and power drain are offset by 
greater range, selectivity and accuracy, but for small yachts 
many of the smallest sets, measuring less than a foot square 
and less than 20” high, including the loop, will give perfectly 
satisfactory results. For $200 to $400, and in at least one 
instance less than $200, you can get a set entirely adequate 
for efficient navigation. Remember that long range is not 
particularly important. It is when close to shore that it is 
vital to know where you are and even the smallest, least 
expensive sets will enable you to pick up enough stations to 
get adequate fixes at that time. Range varies with the power 
of the station and whether or not there is static, but even 
the smallest sets can get good bearings on powerful stations 
200 miles or more away. Average range is more like 50 miles. 

A large loop, however, does permit slightly greater. ac- 
curacy and reception, so if you've got space for it, it might 
be well to get one, though a loop as small as 10” works 
satisfactorily. The best loops are balanced types, meaning 
that both sides are symmetrical witn the joint at the top. 
Some sets come with loops divided near the base and you 
will probably never be able to tell the difference in use. 
Certainly a set should not be rejected on this score alone, 
but if you are seeking perfection a balanced loop is slightly 
preferred. 











The Seaguide mod- 
el made by Turret 
Marine Co. may be 
mounted ona 
bracket which 
keeps it vertical no 
matter how much 
the yacht is heel- 
ing. The set has its 
own batteries and 
weighs only 22 Ibs. 





One advantage of large sets is that many of them come 
, with an exterior loop which may be mounted on deck while 
the set is installed below. Some small sets are also available 
with exterior loops. If you have a steel yacht with a steel 
deckhouse too, or if your yacht has a number of large metal 
objects such as stacks, davits, etc., on deck, an exterior loop 
is desirable. For the average yacht, however, it isn’t neces- 
sary. 

The only frequency range which your set must cover is 
285 to 315 kes. In this brief band all the marine radiobeacon 
stations operate. All sets, however, cover more than this one 
short spread. The beacon band, which, in addition to radio- 
beacons, includes airport control towers, civil airway sta- 
tions and radio range stations, extends from 195 to 410 kes. 
The broadcast band goes from 550 to 1600 kes. and the 
marine band which permits reception of Coast Guard 
weather and emergency broadcasts as well as general marine 
information extends from 2000 to 6000 kcs. While it is 
desirable in certain respects to include as many bands as 
possible, if your power is from dry batteries it should be 
remembered that your set is primarily a navigation instru- 
ment and using it for entertainment or weather forecasts 
means that the batteries may be run down just when you 
want to get a fix. In any event, insure that there is a separate 
coil for each band. Having more than one band per coil will 
impair performance. 

Of course, bearings may also be taken on broadcast sta- 
tions or radio telephone stations and there may be times 
when these will prove useful. They are less reliable, however, 
than the beacon stations since their location is difficult to 
discover and may not be exact, and also because errors may 
be introduced by virtue of the bearings frequently being 
taken over land. 

As regards construction of your set, it is desirable for it 
to be nonmagnetic if it is to be used near your compass. 
More important is that it be moisture proof inside and out. 





Both the Ray Jefferson Model 863 (left) and the Hudson Ameri- 
can Lodestar (right) have three frequency bands 
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EXPLANATION 


FREQUENCY is given in kilocycles under name of station. 


OPERATING SEQUENCE. 

UNITED STATES and CANADIAN radiobeacons are assigned group 
frequencies and definite operating minutes. The sequence within 
@ group ts indicated by a Roman numeral before the name, thus 
II Stations with the same sequence numerals transmit on the 
same minute. 
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All radiobeacons operate during fog or low visibility, and dur- 
ing one or two 10 minute periods out of each hour in clear weather 
except as follows: (1) Ludington, Muskegon and Manitowoc 
operate throughout the hour with station characteristic code 
Superimposed on continuous carrier 
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operation are given in brackets after the name of the station, 
thus [1-4] [2-5] etc. (See clock face diagram). The last minute 
ef each clear weather 10 minute period is silent. 


DISTANCE FINDING STATIONS:- 
At the stations marked or the radiobeacon and 


sound signal are synchronized for distance finding. (See explan- 
ation and table in LIGHT LIST) 


|” DIAL SETTINGS:- 

Interference will be reduced if proper dia! settings for each 
tadiobeacon are recorded, and carefully observed. 
WINTER OPERATION:- 
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Where navigation continues during all or part of the normally 
closed winter season certain radiobeacons may be continued in 
| operation, regarding which consult the Commander, 9th Coast 
Guard District, Cleveland, Ohio. 


*MARKER RADIOBEACON:- 


Radiobeacons marked © are of low power for local use only. 
They operate continuously, the frequency is shown after the name 
and they have special characteristics. Those located on fixed 
Structures, except St. Ignace and Chambers Island, transmit a 
group of 0.5 second dashes for 15.5 seconds, silent 14.5 seconds. | 
The above notes relative to sequence, characteristic and schedule 
do not apply to-these radiobeacons. 
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The Great Lakes are well covered with radiobeacon stations. With 
a radio direction finder and this chart (note explanation con- 
tained thereon) you are all ready to get fixes 


Even if installed below decks, spray or rain from an open 
port or hatch might reach it and, if not, there is always the 
moisture from sea air to reckon with. It is also important 
for the case and loop to be of rugged construction. With a 
yacht rolling about in a heavy sea, there is always the 
chance of someone knocking into it. If your set is built to 
stand such abuse, it will be ready to go when you need it. 
Some sets have a sense antenna. This prevents the possibil- 
ity of taking bearings which are 180° off. Since it is only 
infrequently that you don’t know on which side of a radio- 
beacon your yacht is, this must be considered a nice but 
non-vital feature. 

In deciding whether to buy a battery-operated or ship’s 
power-operated set, it is largely a matter of personal prefer- 
ence and also depends on the capacity of your lighting 
system. The average set consumes only about as much power 
as a 25 to 30 watt bulb. Such a set has the insurance of a 
constant power supply. If you do use one which does not 
have self-contained batteries, a dynamotor is slightly pref- 
erable to a vibrator though both work well. For the smaller 
sets, however, battery power has much to recommend it. 
There is no installation problem and, with normal use, a 
set of batteries will last a full season and a spare can always 
be carried. In short, both types of power are satisfactory. 
My personal preference is for battery power in the small 
sets and ship’s power in the large ones, and in fact most 
direction finders come just that way. 
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RADIOBEACON SYSTEM 
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NOTE 


The radiobeacons and other aids to navigation within the United 
States waters on the Great Lakes are in direct charge of the Com- 
mander, 9th Coast Guard District, with headquarters at Cleveland,Ohio. -447° 


10 minute periods of each hour 
See OPERATING SCHEDULE in EXPLANATION. 
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d to notify d ly the District 


ST. IGNACE 306 Coast Guard Commander of any defect or misplacement observed in 
= eae. decane. 20 ce an aid to navigation. Messages may be sent by telegraph, collect. Send 
a (See LIGHT LIST) | radio reports using the address COASTGUARD, CLEVELAND through 


U.S. Coast Guard coastal stations (if radio call not known cali NCU). 
Radio reports similarly addressed may also be sent without cost to the 
sender through Radiomarine Corporation of America coastal stations. 
Such cooperation will assist materially in the prompt correction of 
defects, and in the effective maintenance of aids to navigation. 
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Installation 


Once you've bought your set, it is important that it be in- 
stalled properly. While the exact location will differ for 
various boats, a few generalities may prove useful. If 
possible, locate it near your yacht’s pivot point so that you 
won't be troubled with excessive motion while trying to use 
it. It should also be accessible to a chart table, easy to use 
yet not in the way of traffic, and preferably so located that one 
can face forward in the boat while operating it. In general, 
the higher it is installed the better. It is essential, however, 
that it be in a dry spot. Hence, in sailboats it is best to 
install it below decks. If you have a doghouse and there is 
room in it, this is an ideal spot since it is not only high but 
also clear of the main shrouds which can cause interference. 

In powerboats, the deck cabin is preferable to below 
decks because, although the set can operate through wooden 
hulls very well indeed, the fewer the objects between it and 
the beacon, the better the reception. In fair weather, the best 
location may be on deck or on a flying bridge. Be particu- 
larly careful not to place it close to metallic objects, especial- 
ly the engine. If you expect to use the set while the motor is 
running, ignition shielding will help somewhat, but isn’t 
imperative. In a steel yacht, the loop must be above the 
hull as very poor results will be obtained operating through 
the hull. Be sure, however, unless it is entirely nonmag- 
netic, not to place it close to the compass, yet close enough so 
that the helmsman and the operator are within easy earshot. 

We know of one set which has a “dead beat” magnetic 
compass mounted within the loop itself. This is a useful 
wrinkle since the set can then be installed in any desired 
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The Kelvin White 
Tracker features ex- 
treme compactness 
and a price of under 
$200, yet gives high 
performance on two 


bands 





place and the operator can observe directly the magnetic 
bearing at the same instant that the radio bearing is deter- 
mined. Consequently, one instead of two persons can do the 
entire operation. 

Many of the above factors are conflicting and hence you 
may have to settle for a location which presents the fewest 
drawbacks. Many objections can be removed by having an 
exterior loop located on deck and connected to the set 
which is placed in a convenient spot below, but few of the 
small, inexpensive sets are so equipped. 

In any event, once you've selected the spot, always use it 
from the same location. Its deviation will almost certainly 
change as you move it about and different bearings of the 
same beacon may be obtained. The alternative is to calibrate 
the set for two locations and then to be sure to use the 
proper deviation curve. 

Wherever the set is used it is necessary to line it up 
exactly with the fore and aft line of your yacht. It gives 
relative bearings and these will be only as accurate as your 
set’s alignment. Either screw it in place (preferred) or have 
markers ‘installed against which your set can be aligned. 


Operation 


With your set selected and already installed, it’s high 
time we considered how to use it. But before using it for 
the first time it should be calibrated. Yachtsmen frequently 
skip this step, but for accurate results it should be done. It’s 
not hard. Calibration charts are supplied by many manufac- 
turers of direction finders. To calibrate, cruise to within 3 
to 5 miles of a radio beacon. Then swing ship slowly, taking 
simultaneous radio and visual compass bearings every point 
or so. In this way, the deviation of the set may be deter- 
mined. Bear in mind that this deviation of the direction 
finder is unaffected by the course of the ship. Metal objects 
on deck, shrouds, etc., may cause an error in relative bear- 
ings, however, so that a beacon broad on the bow may read 
043° relative when in reality it is 045° relative. Since the 

(Continued on page 92) 





The Cape Cod Navigator (above) 

has its own magnetic compass. The 

Kaar D-24 DF has many excellent 
features 
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BLUE WATER SAILORS 


For a Quarter Century the Blue Water Medal Has Stood for Outstanding Deep Water Cruising 


By WILLIAM H. TAYLOR 


E USUALLY CONSIDER the yachting 
fraternity as two distinct classes; the 
racing men, whose sailing or motor- 
boating interests revolve around the win- 
ning of prizes, and the cruising men, 
who don’t care a burp in a gale of wind 
for prizes. However, there is one prize 
which means as much among cruising men as any prize does 
to racing men—the Blue Water Medal, which for a quarter- 
century has stood for outstanding achievement in deep 
water cruising. 

This really justifies the above classification, for while 
racing men live, eat, sleep and 
dream ways and means of win- 
ning prizes, the Blue Water 
Medal has usually gone to men 
who made their cruises with no 
thought of any prize accruing 
therefrom. In fact, some of its 
recipients .had never even 
heard of the Medal until after 
they'd completed the voyages 
for which it was awarded to 
them. 

The Cruising Club of Amer- 
ica was founded in 1922 by a 
small group of yachtsmen 
whose primary enthusiasm was 
for long distance and deep 
water sailing. Its earliest activ- 
ity was getting together in the 
off season at a nautical institu- 
tion called Beefsteak John’s, in 
Greenwich Village, to swap 
yarns about cruises, past and 
projected. One of these early 
gams got onto the subject of 
noteworthy voyages and out- 
standing feats of seamanship, by amateurs, which passed 
virtually unnoticed. 

The upshot was, at its meeting of February 27, 1923, the 
Cruising Club voted to establish a medal which “might prove 
an incentive for carrying on the spirit of adventure and 
upholding the best traditions of seafaring.” It was to be 
known as the Blue Water Medal and was “to be awarded 
annually . . . for the year’s most meritorious example of sea- 
manship, the recipient to be selected from among the ama- 
teurs of all nations.” Subsequently, special medals “without 
date” were also authorized. 

The Medal, a handsome bronze, was designed by Arthur 
Sturgis Hildebrand, one of the founders of the Cruising 
Club, who was lost a year later when the yacht Leiv Eiriks- 
son disappeared with all hands while on a passage from 
Norway toward New York. 

Selection of the recipients of the Medal is in the hands of 
the Cruising Club’s Committee on Awards, composed of 
experienced deepwater yachtsmen, subject to confirmation 
by the Governors of the club—two groups of men who, 
among them, have wrung a lot of water out of their socks. 
The club membership of over 500 yachtsmen in this country 
and abroad constitutes a scouting force to keep the commit- 
tee informed of any voyages which seem to qualify for the 
award. The committee, or such conveniently located members 









The Blue Water Medal, designed by Arthur Hilde- 
brand, stands for achievement in ocean cruising 


as it may designate, inspects the vessel, talks to her skipper 
and crew, reads her logs and records, and makes its recom- 
mendation to the governors. Some years, one outstanding 
voyage or event makes the selection obvious; in others, 
three or four almost equally deserving cruises make it diffi- 
cult. 

The basis of selection is broadly discretionary with the 
committee which considers the scope of the voyage, the 
way it was planned and the preparation of ship and gear, as 
well as how the cruise was carried out. Only yachts com- 
manded, navigated and wholly or principally manned by 


_ amateurs are considered. The committee bears in mind that 


what would be only a routine 
cruise for a big yacht may be 
a long, difficult and ambitious 
one for a small craft. One guid- 
ing principle has usually been 
that the best planned and exe- 
cuted voyages are rarely spec- 
tacular. Not that the best of 
them may not run into gales, 
adventures and tight situations, 
but these are merely incidents 
in a well planned and success- 
fully completed cruise. 

Most of the tales of ship- 
wreck, peril and rescue that 
make fine reading (for the 
landlubber) in the daily papers 
are the results of poor plan- 
ning, of inadequate equipment, 
or of bad navigation and sea- 
manship. A stunt or screwball 
cruise in an unseaworthy craft, 
or one undertaken for personal 
publicity amidst a blather of 
press agentry, is ignored with 
great diligence by the Awards 
Committee, as contrary to the spirit of the Medal. 

If certain of these specifications seem to have been over- 
looked in a few instances, it’s because there were items on 
the credit side of the sheet that balanced the debits. The list 
of 21 Blue Water Medal awards includes only a fraction of 
the outstanding seagoing yachtsmen, yachts and cruises of 
the past 25 years, but it is representative of the best of 
them. 


1923. The “spirit of adventure” figured more prominently 
in the first award than careful planning and suitable equip- 
ment. Alain J. Gerbault, a Frenchman, sailed alone from 
Gibraltar for New York on June 7, 1923, in an old style, 
British-built 35’ 0.a. cutter, the Firecrest, which was sound 
of hull despite her 32 years, but inadequately rigged with 
old sails and gear, all Gerbault could afford. The story of his 
passage (*) is a saga of constant struggle with torn sails, 
parted rigging, illness and other misfortunes. He had more 
enthusiasm than experience when he started, but with un- 
limited guts and an ability to learn seamanship as he went 
along, he fought and sewed and spliced his way across, via 
the northeast Trade Winds, and dropped anchor at White- 
stone, L.I., on Sept. 15, 100 days out of Gibraltar. Subse- 
quently, with Firecrest re-rigged, Gerbault went around the 
* “The Fight of the ‘Firecrest’,”’ by Alain Gerbault. 
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world single-handed. Back in France, he built a more suit- 
able craft and returned to a South Sea island where the rest 
of his life was spent. 


1924. Long before Gerbault started his Atlantic passage, 
Axel Ingwersen, a Dane who had been employed for some 
years in China, was building a ship in which to sail home. 
Shanghai was a husky, double-ended, 47’ 0.a., Scandinavian- 
type ketch, built in Shanghai, a far more suitable ship for 
an ocean voyage than Firecrest. With five shipmates, Ingwer- 
sen sailed from Shanghai Feb. 20, 1923, touching first at 
Manila and then sailing down into the Dutch East Indies, 
where three of his crew took a steamer home. With the 
other two, E. Haugland and H. Vauman, Ingwersen com- 
pleted the voyage in Shanghai, calling at Rodriques and 
Mauritius in the Indian Ocean; at Cape Town; and at St. 
Helena, the Canary Islands and some West African ports on 
his way up the Atlantic. In May, 1924, he arrived in Copen- 
hagen, after a 16,000-mile voyage of 14 months. Shanghai 
was subsequently wrecked on the Labrador at the end of a 
Western Ocean passage. 


1925. Harry Pidgeon was the first American to receive the 
Blue Water Medal. A professional photographer, Iowa born, 





The battered ‘’Firecrest’’ at The Battery, New York, in 1923 


Pidgeon was a disciple of Robert Louis Stevenson and had 
dreamed of a South Sea cruise for 40 years. He built the 34’ 
yawl Islander with his own hands at Los Angeles, an en- 
larged version of the Mower-designed Seabird in which 
Thomas Fleming Day had crossed the Atlantic some years 
before. After cruising around the California coast and to 
_ Hawaii, Harry shoved off alone in the fall of 1921. Never 
one to hurry, he took a few days less than four years to 
complete his 35,000-mile circumnavigation, getting back to 
Los Angeles on Oct. 31, 1925. When he found a place he 
liked, he stayed a few months, making friends everywhere 
and having, according to his story (*), few adventures. 
Among his ports of call were the Marquesas, Tuamotus, 
Fijis, New Hebrides, New Guinea, Mauritius, South Africa, 
St. Helena, Trinidad, and Panama, where he met and 
gammed with Gerbault. Harry must have enjoyed the cruise, 
because he repeated it, starting in 1934, dropping in here 
and there on old friends he’d met the first trip. He started a 
third circumnavigation in July, 1947, at the age of 77, this 
time with a wife he’d acquired in Los Angeles, but a typhoon 
caught him in Hog Harbor, in the northern New Hebrides, 
that winter and Islander was wrecked. At last reports, Harry 
had a set of new sails salvaged off Islander, and was build- 
ing a new boat under them. 

*“Around the World Single Handed,” by Harry Pidgeon. 
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“Shanghai,” built in China, arrived in Denmark in 1925 


1926. Quite a different type of voyage was that of Jolie 
Brise, a 56’ o.a. French-built ex-pilot cutter. Her British 
owner, Lieut. Comdr. E. G. Martin, was awarded the medal 
in 1926 for a cruise from Falmouth, Eng., to Larchmont, 
N.Y., and back to Plymouth, Eng., taking part en route in 
the New London-Bermuda Race, 9600 miles in three months 
and 24 days. Of this voyage the Awards Committee com- 
mented that it “. . . reflected a high degree of seamanship 
not only in the handling of the vessel at sea but also in her 
fitting out and equipment. Seldom has a yacht voyage been 
carried out with as careful and intelligent planning, or exe- 
cuted in a more seamanlike manner. In consequence, no 
damage of any character to vessel, sails or gear was sus- 
tained, although several hard gales were encountered.” 
West-bound, Jolie Brise sailed the 6000 miles of the south- 
ern route, taking advantage of the Northeast Trades, in 47 
days, 2 hours, Falmouth to Larchmont. She made a good 
showing in the Bermuda Race, then sailed from Bermuda to 
Plymouth, Eng., 3000 miles, in 24 days. Commander Mar- 
tin’s book Deep Water Cruising is one of the best on the 
technique of going to sea in yachts. 


1927. A westward passage in the high latitudes of the 
North Atlantic won the Medal for Frederick L. Ames, a 
young Bostonian. His 50’ 0.a. Alden schooner Primrose IV 








Pidgeon’s “’Islander,’’ only small yacht to circle the globe twice 
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“Jolie Brise’’ won the Medal twice, under two different owners 


had been left in England the year previous. In June, 1927, 
Ames and four shipmates, all amateurs, sailed from Ports- 
mouth, and after a stormy passage of the North Sea stopped 
in at the Faroe Islands, north of Scotland. Thence they made 
Reykjavik, Iceland; passed 150 miles south of Cape Fare- 
well, Greenland, put in at Battle Harbor, Labrador, and then 
cruised south. They rode out a hurricane in Ingonish, Cape 
Breton, and were run down, but only slightly damaged, by 
a Norwegian steamer in a heavy fog on the way to Newport, 
where they anchored 58 days out from Portsmouth. The 
committee considered that the well planned and ably exe- 
cuted cruise, through little-frequented waters, ranked high 
among small boat voyages, especially as this was the first 
completed passage in a yacht over this high-latitude route. 


1928. Thomas F. Cooke, a New York attorney, was award- 
ed the Medal after a trans-Atlantic passage from his home 
port of Branford, Conn., to Falmouth, England. A 56’ o.a. 
Roue-designed ketch, his Seven Bells made the 3000 mile 
passage in 25 days, 14 hours, without special incident other 
than riding out one gale off Montauk Point, L.I., and an- 





The ketch ‘’Seven Bells’’ crossed the Atlantic in 1928 


YACHTING 


other in the English Channel. She carried a six-man all- 
amateur crew. The Bells, now owned by Mr. Cooke’s brother, 
Carleton, still sails out of Manhasset Bay, L.I. 


1929. The smallest yacht ever to win a Blue Water Medal 
was the 23’ 0.a. cutter designed and owned by F. Slade 
Dale, a youthful Bay Head, N.J., yachtsman. Sailed by Dale 
and a companion, Peter Jenness, Jr., Postscript demonstrated 
in the course of a 4000-mile cruise that a small boat, ably 
handled, can go almost anywhere. Leaving Barnegat (N.]J.) 
Inlet in November, 1928, they cruised down the coast, partly 
offshore and partly in the inland waterway, to Palm Beach, 
Fla. Thence Postscript worked her way down through the 
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“Primrose IV’ made a high-latitude Atlantic crossing in 1927. 
Postscript’ (below), smallest of the Blue Water Medal yachts 





Bahamas to the Windward Passage. With the Northeast 
Trades behind her, the little boat logged 150 miles in one 
day on her run to Jamaica. Thence they rounded the west 
end of Cuba and coasted the island’s north shore to Havana. 
From Havana, in May, they made a 1200-mile non-stop 
passage, large'y in the Gulf Stream, up the coast to Barnegat 
Inlet, through which they passed two weeks out of Havana. 


1930. A 13,000-mile cruise from Ithaca, N.Y., to Ithaca, 

Greece, and back to New York in a little less than a year, 

won the award for the late Carl Weagant in 1931. Upon 

graduation from Cornell, the 2.1-year-old skipper and a group 

of fellow students took the 40’ 0.a. ketch Carlsark by canal, 
(Continued on page 90) 
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“Starlight,” ‘Blitzen,’ and ‘‘Ariel IIl'" at the start of Florida's Lipton Race. The photograph confirms that there was plenty of breeze 


THE MONTH 


THE MIAMI-NASSAU RACE 


> The salt water crew of Walter Gub- 
elmann’s Windigo was talking about 
Blitzen’s winning the Miami-Nassau 
race by 58 minutes. “Golly, those De- 
troit boys sail a 200-mile ocean grind 
like it was a six-mile Star boat race.” 
“Did you know they had a man check- 
ing the helmsman every minute of the 
way?” 

The course measures 184 miles but 
with the wind in the southeast and stay- 
ing there, the boats had to sail 300-odd. 
Despite small craft warnings, Ernest 
Grates and Murray Knapp had Blitzen’s 
famous #1 genoa up at the noon start 
and carried it until it blew out around 
midnight south of Grand Bahama. The 
next one lasted until noon Wednesday 
when she rounded Great Stirrup Cay. 
The last, a light 1-ounce nylon “drift- 
er,” was babied through that afternoon 
and evening until Blitzen reached Nas- 
sau at 11:48:59, first to finish, first in 
Class A and first in the fleet. 

As the 22 starters hit the line off 
Miami Beach on Feb. 15 on the star- 
board tack, heading for Great Isaac 
Light, J. T. Macdonald’s ketch Blue 
Stream III from Coconut Grove was 
first over. She was followed by Fred 
Temple’s Avilion from Toledo, James 
Brickell’s Starlight from Miami, Gilbert 
Verney’s Katuna from Nantucket, Mor- 
gan Butler’s Malabar XIII from New 
Bedford, Baxter Still’s Malay from Bos- 
‘on and the others. Katuna took an early 
‘ead but was soon passed by the 55’ 
cutter Blitzen, Allan Carlisle’s 72’ ketch 
iconderoga from Northport, L.I., and 

he 71’ Windigo from Oyster Bay. An 


hour and a half after the start Lt. Com. 
W. R. Riedel, of the Coast Guard Cut- 
ter Pandora, radioed that Peter Allen’s 
cutter Tropic Bird, from Cleveland, had 
dropped out. Later John Hertz’ ketch 
Tonga, from New York, and the schoon- 
er Malay also withdrew. 

At sundown Blitzen was leading with 
Ticonderoga on her lee bow and Win- 
digo ten minutes astern. Caribbee, 
Carleton Mitchell’s 58’ yawl from An- 
napolis, Malabar XIII, Katuna and Ci- 
clon were all within striking distance. 


The latter, Alfonso Gomez-Mena’s 52’ 
cutter from Havana, won the race last 
year by six minutes. Palmer Langdon’s 
39’ sloop Tiny Teal, from Larchmont, 


“Blitzen, owned and 
sailed by Ernest Grates 
and Murray V. Knapp, of 
Detroit, won the 1949 
Miami-Nassau Race. De- 
signed by Sparkman & 
Stephens and built by 
Henry B. Nevins, Inc., in 
1938, she is 55'9” l.0.a. 
Her racing record is out- 
standing. In __ previous 
years she has won the 
Bermuda (Class B), St. 
Petersburg-Havana, Ha- 
vana-Key West, Hono- 
lulu, Detroit-Mackinac 
and = Chicago-Mackinac 
Races 


IN OY AGO Pe ae egy 


was giving the 45-footers, Harlow Da- 
vock’s Away, from Fort Lauderdale, 
Starlight, Avilion and C. W. Crouse’s 
Taneek, .from Oxford, a boat for boat 
race. 

The Gulf Stream was running north 
unusually fast, so instead of rounding 
Great Isaac, 65 miles out, all the boats 
were carried some 20 miles north and 
continued the starboard tack to the 
south shore of Grand Bahama. Once out 
of the current they were able to head 
easterly along this shore, along the 100- 
fathom curve which runs close in. Here 
George Lockwood's 51’ sloop Lone Star, 
from Charleston, pulled out the sail 
track on her boom and turned back to 


Rosenfeld 
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Miami. Here also Caribbee sheared her 
centerboard pin and was unable to keep 
up to windward. 

About midnight the leaders came 
about for a 40-mile hitch southward 
across Northwest Providence Channel, 
tacking again late Wednesday morning 
to clear Great Stirrup, which is the two- 
thirds mark. The breeze had eased dur- 
ing the night but was up to 22 miles 
again by this time. Blitzen was first 
around Stirrup about noon, with Win- 
digo an hour and a half astern and 
Ticonderoga midway between. Katuna, 
her mizzen furled, was fourth with 
Malabar XIII ten minutes astern. Down 
wind, to the north, was Ciclon. 

Ever since Lawrence Bailliere’s 
Aweigh beat Vamarie, in 1935, by hug- 
ging the Berry Islands, this has been the 
strategy for the final leg. Blitzen, having 
overheard on the phone that she was 
first to pass Stirrup, closed to a bare 
200 yards from the rocks. But soon a 
sail appeared astern and Ticonderoga’s 
clipper bow could be made out, then 
Windigo’s tall rig, coming up fast. Blit- 
zen, gambling on the chance, tacked 
well out into the channel, found better 
wind there, and carried her lead to the 
finish. Windigo, seeing this strategy 
working successfully, stayed out in the 
channel and beat Ticonderoga to the 
finish. A little later Malabar did the 
same thing with Katuna, again disprov- 
ing the Berry Island theory. The 53’ 
ketch went on to finish at 2:36:27 
Thursday morning, to take first in Class 
B and second in the fleet. Tiny Teal 
crossed at 6:25 a.m. to take third place 
in fleet standings and second in Class B. 


® The Governors’ Cup Race sailed at 
Nassau on Saturday, Feb. 19, was spon- 
sored by the Nassau Y.C., which with 
the Miami Y.C. had handled the race 
over from the mainland. The course 
gave a 16-mile close-hauled leg to the 
eastward, then a spinnaker run back, 
with the breeze varying from 10 to 20 
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Merrick 


Seen during the S.C.Y.R.A. Midwinter Regatta. Boats of many 
classes rounding the lighthouse at San Pedro (upper left). The 
PCs had a 20-boat fleet (lower left). A drifting start (above) 


miles. There was, however, a favorable 
shift close to shore, and Malabar XIII, 
who came out of the harbor 15 minutes 
after the start of the race, used this 
shift to advantage. She finished a good 
third behind Windigo and Ticonderoga 
to win by ten minutes on corrected time. 
Avilion placed second with Raymond 
Demere’s Ocean Queen, from Savan- 


nah, third. 


®> Summary, Miami-Nassau Race: 


Yacht Time: Elapsed — Corrected 
Blitzen 85:48:59 83:43:85 
Knapp &Grates = Cut., Class A 
Malabar XIII 88:36:27 84:41:25 
Morgan Butler Kch., Class B 
Tiny Teal 42:25:16 85:43:17 
Palmer Langdon, Slp., Class B 
Ciclon 89:55:46 86:12:05 
A. Gomez-Mena, Cut., Class B 
Avilion 41:11:16 36:13:00 
Fred M. Temple, _Slbp., Class B 
Starlight 40:42:36 86:30:33 
J. B. Brickell, Cut., Class B 
Windigo 87:19:58 86:48:01 
W.S.Gubelmann, Ywl., Class A 
Katuna 40:23:54 87:09:12 
G. Verney, Ywl., Class B 
Ocean Queen 43:43:07 37:23:17 
R. M. Demere, Cut., Class B 
Ticonderoga 87:36:43 87:36:43 
A. P. Carlisle, Kch., Class A 
Away 42:49:35 88:51:16 
H. N. Davock, Slp., Class B 
Caribbee 41:01:55 38:55:27 
C. Mitchell, Ywl., Class A 
White Heather 43:40:07 40:59:27 
J. B. Turner, Slp., Class A 
Pussy Willow 48:09:11 41:36:11 
E. T. Rice, Kch., Class B 
Slick Witch 48:23:07 42:03:47 
G. A. Mellon, Cut., Class B 
Manatuck 47:36:46 42:58:59 
C. A. Wimpfheimer, Slp., Class B 
Taneek 50:35:05 46:27:40 
C. W. Crouse, Cut., Class B 
Blue Stream III 59:48:32 52:32:08 
J.T.Macdonald, Kch., Class B 


VivyaAn HALL 





SOUTHERN CALIFORNIA Y. A. 
ANNUAL MIDWINTER REGATTA 

> There’s one thing certain—you can 
never be sure about the weather at the 
Southern California Y.A. Midwinter Re- 
gatta. The 20th annual meeting at Los 
Angeles Harbor, Feb. 19-21, was no ex- 
ception. With rains predicted and skies 
overcast, 221 boats came out for the 
start on the first day. The rain didn’t 
show up nor did very much wind. Sun- 
day looked like more of the same—but 
less wind, more sun, and an occasional 
beat and run. On Monday, true Mid- 
winter weather finally arrived, and the 
last race for the large classes was sailed 
in a rail down breeze. 

The S.C.Y.A. divided the responsibili- 
ties of running the races into three divi- 
sions; the Los Angeles Y.C. was host to 
both the large sailboat and the dinghy 
divisions; Cabrillo Beach Y.C. handled 
the small boat turnout; and the Southern 
California Cruiser Association worked 
out the predicted log events. That these 
widespread efforts functioned smoothly 
is due to the efforts of the general re- 
gatta chairman, Donald Ayres. 

Under the ever changing weather con- 
ditions, consistency really paid off. The 
skipper that kept his boat moving in 
the light flukey going, and kept driving 
in the 15 to 18 m.p.h. last day breezes, 
won out in the final summaries. Out of 
the 20-fleet turnout only two were dom- 
inated by clean sweep winners, and 
thése had plenty of close competition. 
Walt Elliott’s California 32 Escapade, 
ably sailed by Don Edler, went well in 
both the light and heavy going, to win 
over the 12-boat Ocean Racing fleet. 
The other consistent winner was veteran 
Phil Green who kept his Dipper IT out 
in front of the Snipes. 

Harold Barneson sailed his PC Deneb 
to two firsts against keen competition, 
and dropped way back in the last race, 
but still had enough points to nose out 
Kenneth Watts’ Puff for first place. In 
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the small boat fleet, the International 
110’s and the Mercuries divided atten- 
dance honors with 15 boats each. Ger- 
ald Driscoll, long known for his prow- 
ess in a Star, liked the going in his new 
110 Let’s Dance, and with Dick Lough 
in Caprice, walked off with the two 
top places in that class. Except for the 
outstanding showing of another invad- 
ing skipper, Jake Wosser of San Fran- 
cisco, results of the Star Class were ever 
in doubt. Wosser sailed his Cancan to 
two firsts, only to have one of them nul- 
lified when Bob White in Wench III, 
took quick advantage of an error of the 
rest of the fleet and protested the entire 
group. In spite of this, Cancan still 
emerged the final victor. 

The dinghies, sailing in protected 
waters on days when no protection but 
more wind was needed, had only one 
two-time winner. George Ruby deserted 
his spot on shore as chairman of the 
dinghy division to sail his Rascal to two 
firsts and a third in the 13-sail Penguin 
fleet. It was a garrison finish in the Leh- 
man dinghies as Charles Ullman in 
Spry eked out a narrow victory. 

The power cruisers enjoyed one of 
their finest turnouts with 20 boats com- 
peting for the Bobrick Perpetual Tro- 
phy and a depth recorder that was put 
up by the Bendix Corp. for high point 
winner. The smooth water of the first 
two days seemed to equalize the per- 
formances of the predicted log con- 
testants, as consistently low percentages 
of error were turned in, with Lou Vie- 
reck in his Class B cruiser Jerilu taking 
the overall prize. Art Williams in Sun- 
beam III was first in Class A and sec- 
ond in overall standings. 

The summaries: 

LarcE Boats: Rhodes 33, Conquista- 
dor, N. G. Durant, Hanahuli, Geo. 
Fleitz; Percentage Handicap, Synnove, 
S. L. Wagner, Francesca, H. D. Leslie; 
PC Class, Deneb, H. J. Barneson; Puff, 
Kenneth Watts; Luders 16, Breeze, Ray 


Merrick 
Seen during the third race, taken aboard ‘‘Branta.’’ The cruisers 


were out in full force (upper right). The start (lower right) of one 
of the hotly contested L-16 races 


Person, Jr; Can't Wait, Ian Murray; 
Island Clipper, Banshee, Paul Rayburn; 
Cuidado, Andrew Brown; PCC Class, 
Eulalie, Geo. Kettenburg; Antigua, Hal 
Ramser; Star, Cancan, Frank Wosser; 
Rhumb Line, Lowell North; Ocean Rac- 
ing, Escapade, D. W. Elliott; Altamar, 
D. W. Douglas, Jr. 

SMALL Boats: International 110, 
Let’s Dance, Gerald Driscoll, Caprice, 
Dick Lough; Lightning, Flash, R. Chen- 
hall, Anita, Saterlee-Haywood; Mercury, 
Chief, W. Jacobs, El Lobo, Poole-Craw- 
ford; Flattie, Gamboleer, Ira Rohland, 
Hurricane, Austin Peeples; Snipe, Dip- 
per II, Phil Green, Grey Cat, Roger 
Smythe; Skimmer, Surprise, Bob Gales, 
Curfew, Carl Eichenlaub. 

Dincuy CuassEs: Sabot, Trudgie, 
Glen Walton, Ah-Me-Go, Kim Munhol- 
land; IC Crass, Keno, G. M. Palmer, 
Skidoo, Bob Grisses; Penguin, Rascal, 
George Ruby, Janie, Reed Scott; Leh- 
man, Spry, Charles Ullman, Fist Fiddle, 
Warren Blinn; International 14, Chal- 
lenge, Bill Lapworth, Fiancee, Chas. 
Kober. 

PREDICTED Loc: Class A, Sunbeam 
III, Art Williams, La Jota, Cal Smith; 
Class B, Jerilu, Lou Viereck, Day Star, 
Ed Drum; Overall Winner, Jerilu, Lou 
Viereck. Don Woop 


NEWPORT-ENSENADA RACE 


> High noon, May 5 (Cinco do Mayo 
—Mexico’s National Independence Day) 
will see the start of the second New- 
port, Cal., to Ensenada, Mex., Interna- 
tional Yacht Race. That a big turnout is 
expected is indicated in the entry blanks 
which state that the list of starters will 
be limited to 150. Last year 104 craft 
crossed the starting line. 

It’s easy to see why this race is prov- 
ing so popular. A chance for a long 
ocean race (130 miles) for even the 
smaller boats, without the qualms of 
being too far offshore; a course that will 
offer just a little of everything as far as 
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Merrick 





Sawyer 


sailing conditions are concerned; a ren- 
dezvous at beautiful Ensenada; and an 
imposing array of trophies. 

Participation plaques for all, and 
eighteen take-home trophies are being 
presented by the N.O.S.A., sponsors of 
this blue water classic. In addition, 
there will be the usual perpetual tro- 
phies, including those presented by the 
Governors of California and Baja Cali- 
fornia; and word has been received that 
Miguel Aleman, President of Mexico, 
desires to present a trophy. Also, there 
are the special class and club trophies. 

Entries range in size from the mini- 
mum 20’ l.w.l. up to this year’s Hono- 
lulu racers who will sail this race as a 
shakedown cruise. 

Credit for working out the many de- 
tails of the Ensenada Race goes to 
Commodore Cass Smith of Balboa Y.C. 
and his untiring committees. 

Don Woop 


BREMERTON Y. C. 
“HEAVY WEATHER” RACE 


> “Yachting in the snow” might well 
summarize the well named “Heavy 
Weather Race” for power yachts, staged 
by the Bremerton Y.C. on Puget Sound 
waters Feb. 19. And snow it did, ac- 
companied by a rough chop. The con- 
test, held annually for Pacific Northwest 
power boat yachtsmen by the Bremer- 
ton club, provided an interesting result 
when the small power cruiser Jeanne, 
handled by her owner, George Moore 
of the Queen City Y.C., Seattle, was 
announced the winner with an error 
percentage of 2.02. The 26’ cruiser, 
powered with a single Chrysler Royal 
Eight, ran at 15 knots at 2,400 r.p.ms. 
during the 24.5 nautical mile race. 
Despite the snow and the rough seas, 
the small cruiser bested a fleet of 53 
entries, including a considerable array 
of larger boats. In a way, it was a Queen 
City Y.C. race, for the first three places 
went to boats from this club. Russell 








62 


Fleischer’s well known cruiser Shirley 
Marie II was second with 2.15 error, 
while Jack Meyer’s Vagabond from the 
same club, took third place with a rat- 
ing of 2.58. 


Top Bremerton entry was Ray Hart’s 
Donalie, with a 3.80 error rating, in 
fourth spot, while Hjalmar Anderson’s 
Lavera from the Bremerton club was 
fifth with 3.90. 

The race finished at 4:30 p.m., in 
Phinney Bay. The course was a winding 
one, to Four-Mile Rock, and Duwamish 
Head Light on the Seattle side of Puget 
Sound, after a Port Blakely start. 
Thence the boats ran around Blake 
Island, to Point White, and Washington 
Narrows, and finally, to the stake boat 
in Phinney Bay near Bremerton. 


Ray KRANTZ 


MIDWINTER COMET REGATTA 
SAILED FOR “DON Q” TROPHY 


& The 10th Annual Midwinter Comet 
Class Regatta was held at Club Nav- 
tico, San Juan, Puerto Rico, Feb. 11-13, 
with Edward G. Echeverria, of Moores- 
town, N.J., in Poohbear, taking home 
the Don Q Trophy. 

The first race, sailed in a ten-knot 
breeze over a six-mile triangular course, 
was won by Echeverria with Dr. H. B. 
Evans, of Camden, N.J., a close second. 
Gabriel Espasas and Dr. Ralph Mal- 
donado, both of Puerto Rico, placed 
third and fourth, respectively. The sec- 
ond race was a 87-second victory for 
Echeverria over Miguel A. Casellas, 
last year’s winner; and the third race 
was a windward-leeward battle in a 25- 
knot breeze, with Casellas the victor 
over Echeverria, who placed second, 
and Espasas, third. The latter placed 
second in final standings with 26 points 
to Echeverria’s 32%, and Dr. Maldonado 
was third with 22, Casellas fourth with 
21%, and Dr. Evans fifth with 19. 


E. G. ECHEVERRIA 





Yaclyting 
FORTY YEARS AGO 


> A writer estimated that “more 
than twenty million dollars are 
involved in the sport of yachting 
in all its ramifications,” but has- 
tened to point out that you could 
enjoy sailing for a few hundred 
dollars in a small boat—sounds fa- 
miliar. With prices like a 33’ o.a. 
auxiliary cruising yawl for $1200, 
second hand; the 20’ w.l. class 
champion of Lake Michigan, An- 
ita, for $350, and a 33’ o.a. cruis- 
ing sloop for $450, you certainly 
could enjoy sailing cheaply. 
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“You know wot? You.got elec- 
trolysis. . . . That's wot!”’ 
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Racing Calendar 
SAIL 


Atlantic Coast 


May 27—Storm Trysail Club Race., starts Larch- 
mont Y.C. . 

May 28—Regatta, Corinthian Y.C., Marblehead. 

May 28-29—Int’l 14s, Manchester Y.C., Mass. 

wy 28-29—Cruising Club Rendezvous (Long Island 


und ) 
May 30—Regatta, Eastern Y.C., Marblehead. 
May 30—Regatta, So. Boston Y.C., City Pt., Mass. 
June 18—Newport to Annapolis Race. 
— ‘ al London-Marblehead Race, Eastern 


June 30—Virginia Cruising Cup Race, Hampton Y.C. 
July 13-17—Quincy Bay (Mass.) Race Week. 

July 16-23—Larchmont Race Week. 

July 23—Marblehead-Halifax Race. 

Aug. 6-13—Marblehead Race Week. 


Central Area 


May 12—Race, Gulfport, Miss., to Pensacola, Fla. 

May 29-30—Stars, Dreher Series, So. Shore Y.C., 
Chicago. 

May 21-22—Pan American Regatta (Power & Sail), 
New Orleans. 

July 16—Chicago-Mackinac Race, Chicago Y.C. 

July 23—Port Huron-Mackinac Race, Bayview Y.C., 
Detroit. 

July 31—Freeman Cup Race, LYRA., Rochester. 

Aug. 21—Rochester Race, Rochester Y.C., N. Y. 

Aug. 21-27—Stars, World Champ., Wilmette, II. 

ar? 18-19—Michigan City Race, Columbia Y.C., 

icago. 
June 25-26—Regatta, South Shore Y.C., LMYA. 


Pacific Coast 


Apr. 10—Parade & Race, Tacoma Y.C., Wash. 

Apr. 9-10—San Clemente Island Race, Cabrillo 
Beach Y.C. 

Apr. 16-17—SCYA Regatta, Balboa Y.C. 

bin lial Clemente Island Race, Los Angeles 


Apr. 23-24—Regatta, Santa Monica Y.C. 

Apr. 24—Rowland Trophy Race, Tacoma Y.C. 

Apr. 30—Regatta, Seattle Y.C., Wash. 

Apr. 30—Vallejo Race, Corinthian Y.C., San 
Francisco. 

Apr. 30-May 1—Gold Cup Regatta, Newport Harbor. 

May 1—Mark Mayer Race, Seattle Y.C. 

May 5—Ensenada (Mex.) Race, Newport Hbr., Cal. 

May 14-15—Puget Sound Race, Seattle Y.C. 

May 14-15—Spring Regatta, Lido Isle Y.C. 

May 15—Hearst Regatta, San Francisco Bay. 

May 21-24—Blake Island Race, Tacoma Y.C. 

May 22—Small Boat Regatta, Voyagers Y.C. 

May 27—Newport to Coronado Race, N.O.S.A. 

May 28-30—Swiftsure Race, Seattle Y.C. 

May 28-30—Rendezvous, Seattle P.S. 

May 28-30—Buckner Race, Corinthian Y.C., San 
Francisco. 

May 28-30—Stockton Race, Sacramento Y.C. 

May 28-30—Regatta, Balboa Y.C. 

July 1-4—P.I.Y.A. Regatta, Bellingham, Wash. 

July 4—Honolulu Race, Transpacific Y.C., starts 
San Pedro, Cal. 


POWER 


Apr. 23-24—Pred. Log Event. West Coast Y.C. 
May 15—Outboard Marathon, Portland, Ore. 
May 15—Jr. Powerboat Race, Tacoma Y.C. 


May 21-22—Pan American Regatta (Power & 
Sail) New Orleans. 
May 28, 30—Craig Trophy, Pred. Log Event, 


Newport-Coronado. 
June 11—Eastward Ho! Cruise, USPS, New Orleans. 
June 12—Albany-New York Marathon, Albany Y.C. 
June 26—100-mile Marathon, Gtr. Dayton B.C., O. 
July 2-4—Gold Cup, Ford Trophy, Detroit. 

July 8-9—I.P.B.A. Event, es Wash., to 

Nanaimo, B.C. (First leg, Alaska Race.) 

July 8-16—I.P.B.A. Event, Olympia Wash., to 

Juneau, Alaska. 

July 29-30—Harmsworth Trophy Race, Detroit. 
Aug. 13-14—Red Bank Regatta, N. J. 

Sept. 3-5—Silver Cup, Detroit. ; 

sae - eee Cup Regatta, Washington, 


A.P.B.A. Events, April-June 


Reg. 3: May 30, Ocean City, N. J., Fite Marathon. 
Reg. 4: June 19, New Bern, N. C. (O); Washington, 
D. C. (I); 25, Baltimore (I); 26, Baltimore (I). 
Reg. 9: May 21-22, New Orleans, (I&O); 28, Gulf- 
port meh June 5, Lafitte (I&O); 19, Monroe 


Reg. 11 & 12: Apr. 17, Millerton Lake (O); May 1, 
Owens Lake (I); 21-22, Mission Bay (I&O); 29, 
Stockton (I); 30, Long Beach (I); June 19, Long 
Beach. 

Reg. 15: Apr. 17, Oklahoma City (tent.); May 1, 
Brownwood; 15, Abilene. 


Intercollegiate Schedule 
I.C.Y.R.A.— Major Events 


Apr. 9—Greater N. Y. Champ., King’s Point. 
Apr. 10—Conn. Valley Champ; New Engl. Elim. 
“A,” Coast Guard Academy, New London. 
Apr. 16-17—Mid. Atl. Asso. Member Champ., 
George Washington Univ. 
Apr. 19—Greater Boston Champ., Northeastern. 
Apr. 23—Mid. Atl. Champ. Elim “A,” King’s Point. 
Apr. 24—Mid. Atl. Champ. Elim. ‘“‘B,” i, 
Apr. 24—New Eng. Champ., Elim. “B,” M. I. T. 
Ayr. 24—New Eng. Champ. Elim. “C,” Tufts. 
Apr. 30—Brown Trophy Regatta, Boston Univ. 
Apr. filed 1—Mid. Atl. Spring Regatta, Anna 
polis, 


Medwest Collegiate S.A. 


Apr. 9-10—Northwestern vs. Ill. Tech, Columbia 

thc eat Ohio State Regatta, O’Shaughnessy 
am, O. 

Apr. 23-24—Regatta, Michigan S. C., Ann Arbor. 

Apr. 30-May 1—Triangular, Mich. State College 
S. C., Lake Lansing. 

Apr. 30-May 1—Mich. vs. Notre Dame, Ann Arbor 

Apr. 30-May 1—Regatta, Gopher 8S. C., Lake Cal- 
houn, Minn. 


INTERNATIONAL 


Apr. 26—Int’l Class, Royal Bermuda Y.C. E 
a 24—6 Meters, Scandinavian Gold Cup, Hanké, 
orway. 
July 16—6 Meters, British-American Trophy, Cowes 
and Calshot, England. 











POSTWAR FITTING OUT AIDS 


> Fitting out, if you do it yourself, can 
be either a chore or a eon te depend- 
ing on the amount of work your boat 
requires, or on your temperament. But 
no matter what your own situation may 
be, the proper use of good equipment is 
bound to make the job go easier. Since 
the war, this department has reported 
a number of such items and, particular- 
ly if you happen to be one of those who 
save their old YacuTINGs, a brief re- 
minder may be of help. Bear in mind, 
however, that this is not a complete list 
of equipment used in fitting out and 
skips a number of indispensable aids 
which are used annually by yachtsmen. 
Our role is to report new items (provid- 
ing we think they are good) and there- 
fore this list includes only those prod- 
ucts which have been developed since 
the war and discussed in “Waterfront 
News.” 

Two booklets on painting are highly 
recommended. One is Paint, Putty and 
Elbow Grease, by the International 
Paint Co., 21 West St., N.Y. City, and 
the other How to Paint Your Boat, by 
the C, A. Woolsey Paint and Color Co., 
229 E. 42nd St., N.Y. City. Both were 
described in the April, 1947, Yacurine. 
Another useful booklet, Sanding For 
Yachtsmen, was written by H. A. Cala- 
han and described in the April, 1948, 
issue. It is available from Sterling Tool 
Products Co., 1340 N. Milwaukee Ave., 
Chicago 22, Ill. 

Other Sterling products discussed in 
the Waterfront News section are the 
Sterling 1000 Electric Sanding Machine 
(March, 1946) and the Sterling Flex- 
ible Sanding Pad (August, 1947). Addi- 
tional electric sanders are the Jitterbug 
Sander, made by Jitterbug Sander Co., 
Menominee, Mich. (April, 1948), the 
Clarke Duo Sander-Polisher made by 
Clarke Sanding Machine Co., Muske- 
gon, Mich. (June, 1948), and the 
Dremel Moto-Sander, made by Dremel 
Mfg. Co., Racine, Wis. (Feb. 1949). 

A new paint scraper, the Red Devil, 
ade by Carboloy Co., Detroit, Mich., 
was described in April, 1948. 

_ A paint sprayer, the Lowell Thoro- 
“pray, appeared in the October, 1945, 
isue. It is made by Lowell Mfg. Co., 


589 East Illinois St., Chicago, Illinois. 
For cleaning paint brushes, refer to 
the Strauss Paint Brush Laundry, 5824 
Broadway, New York 63, N.Y. (March, 
1949), and to Spin-A-Brush, made by 
Portable Electric Tools, Inc., 255 W. 
79th St., Chicago, Ill. (April, 1948). 

Items designed to facilitate splicing 
are a splicing vise by Fellows & Stew- 
art, Terminal Island, Calif. (Sept., 
1948); the Jacoel Splicing Machine 
made by Jacoel Cable Splicing Equip- 
ment Co., 1109 S. Broad St., Philadel- 
phia, Pa. (April, 1948), and the Dor- 
ham Splicer, Dorham Specialties, Box 
212, Noroton, Conn. (Feb., 1949). 

If your deck needs recaulking, you 
may be interested in the 3M Deck Seam 
Compound EC 754 made by Minnesota 
Mining & Mfg., St. Paul, Minn. (April, 
1948). 
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The self-contained Payswell paint sprayer 
has a variety of uses 


THE PAYSWELL PAINT SPRAYER 


> A completely self-contained paint 
sprayer, the Payswell Sprayer, has been 
developed by Sellco Corp., Minneapo- 
lis, Minn. Total weight, including a 
quart paint container which is part of 
the unit, is 4 lbs. The pistol grip, trig- 
ger control and the balance contribute 
to ease of handling. A hook on the top 
permits attachment of a sling to relieve 
the load when using for a long period 
of time. Interchangeable nozzles provide 
a spray pattern of either cone or fan 
shape. The price is $59.95, complete. 
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STERLING'S NEW CENTURY SANDER 


> Just in time for this year’s fitting out 
season is an electric sander developed 
by Sterling Tool Products Co., 1340 
North Milwaukee Ave., Chicago 22, 
Ill. It is less expensive, more compact 
and easier to handle than the well- 
known Sterling 1000 sander, yet has the 





Sterling’s new high speed electric sander 


same orbital motion sanding action. It 
weighs only 4% lbs. and features a non- 
stalling high speed motor encased in a 
die-cast aluminum housing which con- 
veniently fits the hand. Dimensions are 
4” high, 9” long and 3” wide. This 
small size and low clearance permits 
sanding up to corners and trim or under 
low obstacles. The light weight facili- 
tates sanding vertical or overhead sur- 
faces. It has sufficient stamina and 
power, however, for prolonged and 
heavy sanding operations. The company 
estimates that the Century sands from 
3 to 10 times faster than by hand. As 
an economy feature, standard size abra- 
sive sheets cut in thirds are used. The 
price of the new sander is $82.50. 


-ESSAR MARINE FENDERS 


> A particularly attractive and service- 
able rubber fender has been developed 
by The Sponge Rubber Products Co., 
of Shelton, Conn. It has a light weight, 
specially compounded, low density fill- 
er which is vulcanized at the same time 
as the white mechanical rubber skin to 
form a unit with it. This filler makes the 
fender rugged yet resilient and insures 
that it will spring back to its original 
shape following impact. Yet it is suffi- 
ciently light to float. In shape and also 
in texture it resembles the more conven- 
tional canvas covered fenders, but has 
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tapered ends fitted with rope loops. The 
white rubber skin is easy to clean, is not 
easily hurt by barnacles, is waterproof 
and is unaffected by salt water. Its new 
look can be restored periodically by 
painting with rubber-type paint as used 
on white sidewall tires. The new fender 
comes in three sizes: 3” diameter by 
15” long, 4” x 18” and 5” x 24”. Prices 
are $5.00, $7.00 and $10.50, respec- 
tively. 





v 


The Sterno portable cabin heater 


STERNO’S CABIN HEATER 


> For early and late season cruising 
and for warming or drying the cabin on 
chill or wet days even in midsummer, 
there’s nothing quite so welcome as a 
cabin heater. Sterno, Inc., of 9-11 E. 
37th St., New York 16, N.Y., has a new 
heater which costs only $15.00 but 
which does a real job. It burns the 
large-sized can of Sterno Canned Heat 
which costs 25 cents and lasts about 2% 
hours. We found that after being lit for 
a few minutes, it gives off a fine blast 
of heat. 


MORSE ENGINE CONTROL 


> A simplified throttle and clutch con- 
trol, with the control head small enough 
to fit in a man’s hand, has been devel- 
oped for marine engines having hy- 
draulic gear by the Morse Instrument 
Co., Hudson, Ohio. 

Its single lever provides complete 
control of both clutch and throttle, with 
positive stops between clutch and throt- 
tle range that eliminate the possibility 
of overtravel and blasting of engine in 
fast shifts. The unit can be used on 
either single or twin screw installations. 


The Morse engine 

control provides 

complete control of 

both clutch and 

throttle in a single 
unit 


Apelco’s four-channel radiotelephone 


THE APELCO MODEL 23 
RADIOTELEPHONE 


> The radiotelephone pictured above 
is the Apelco Model 23, a new set man- 
ufactured by Applied Electronics Co., 
1246 Folsom St., San Francisco 3, Calif. 
It incorporates a 4-channel, crystal con- 
trolled transmitter, and a tunable 2- 
band receiver and is moisture proofed 
throughout. The transmitter with press- 
to-talk operation has a power output of 
12 watts unmodulated and a peak pow- 
er of 48 watts into a 24 ohm load. 

The object shown at the right of the 
picture is largely responsible for the 
Model 23’s high performance. It is a 
“Q hut,” so named because it consists 
of a high “Q” r.f. coil mounted -within 
insulating material which resembles a 
Quonset hut. It is placed in series with 
the antenna, usually inside the cabin 
adjacent to the feed-through insulator 
which connects directly to the outside 
antenna. Its main purpose is to improve 
transmission and reception. This is ac- 
complished by reducing noise pick-up 
within the cabin, and especially by re- 
duction in power loss between the trans- 
mitter and antenna. The company re- 
ports that the addition of the Q hut 
results in a remarkable increase in pow- 
er output. 


THE TUMBLER DINK HOIST 


> Getting the dink on board has long 
been a problem on small power cruisers. 
Sailboats can always hoist her on board 
with the main halyard, but the power- 
boatman, unless he wishes to rely on 
pure brawn, has to fall back on davits 
or other costly and frequently unsight- 
ly devices. Now George Post has de- 
veloped a new, simple and efficient 
hoist which is so easy to operate that it 
permits even a child to hoist the average 
dink on board unaided. Known as the 
Tumbler Dink Hoist, it literally tumbles 
the dink over the transom of the aver- 
age cruiser into the cockpit. Launching 
is effected by reversing the process. The 
accompanying series of photos tells bet- 
ter than words how it works. 

The hoist consists of a specially 
rigged, quickly detached tackle and two 
hanging fulcrums or pivots about which 
the dinghy rotates. The entire device 
weighs less than 5 lIbs., including all 
accessories and fittings. It stows in a 
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12” x 14” waterproof carrying bag. The 
five permanently attached fittings may 
be installed with simple hand tools in 
less than an hour. All metal parts are 
brass or bronze and those permanently 
installed may be had in a chrome-plated 
finish for only $3.75 extra. The adjust- 
able fulcrums, which are supported at 
their upper ends by quick-latching fit- 
tings, consist of two strips of cotton 
webbing. An interesting feature of the 
hoisting and launching operation is the 
fact that there is no sliding movement. 
Therefore, if the dinghy is fitted with a 
rub rail no scuffing will occur. Though 
intended primarily for power cruisers, 
the hoist should work equally well for 
hoisting over the side of an auxiliary. It 
is available from Tumbler Dink Hoists, 
39-15 Main St., Flushing, Long Island, 
N.Y., and costs $39.50, complete with 
tackle and all other parts and installa- 
tion instructions. 


A NEW TYPE KEYWAY 


> A small but significant item displayed 
recently by International Nickel Co., of 
New York City, is a new type Monel 
propeller shaft key with filleted corners 
and a filleted keyway to accommodate 
it. A keyway is a necessary evil which 
will have to be tolerated until someone 
invents a better way to fix a propeller 
on a shaft. Cutting out a keyway robs 
the shaft of some of its strength. Worst 
of all, sharp corners along the bottom 
of the cut weaken the shaft along the 
very roots where the greatest strength 
is needed. The new keyway improves 
strength by eliminating sharp corners. 
(Waterfront News continued on p. 138) 



















‘ | The plans reproduced in this section are the property of the designers under whose name they 


appear. For further information concerning any design, address the naval architect in question. 
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A SPORT FISHERMAN BY ELDREDGE-McINNIS 


ESIGNED BY Eldredge-MclInnis, 
of Boston, and built by Simms 
Bros., of Dorchester, Mass., Gaffir 
joined the Cuttyhunk, Mass., sport fish- 
ing fleet last July, and has proved every- 
thing that her owner, Huntington R. 
Hardwick, of New York and Cutty- 
hunk, had hoped she would be. “Gaffir 
exactly suits my needs,” Mr. Hardwick 
writes. “She’s an excellent sea boat. Her 
two 150 hp. Packard Marine motors 
supply sufficient speed for my purposes 
and excellent flexibility for harpooning 
and playing large fish. 

Gaffir made 17 m.p.h. on her trials, 
and cruises comfortably at 12 to 14 
m.p.h., with a range of about 300 miles 
on the 300 gallons of gas she carries in 
her Monel tanks. All her framing is of 
oak, planking fir, decks Port Orford ce- 
dar and trim mahogany. 

The accommodation plan is unusual 





























L.0.a., 41'0” L.w.L, 39'9” 
Beam, 12'3” Draft, 3’2” 
Power—two 150 hp. Packards 
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for a boat of this size, especially the two 
separate toilets, but she has a forecastle 
for two men, an owner's stateroom 
sleeping two, and convertible berths in 
the deckhouse for two guests. She has 
the double controls—deckhouse and fly- 
ing bridge—typical of sport fishing cruis- 
ers, and all the paraphernalia of the 
fishing yacht, from the pulpit on the 
bow to the bait box in the stern. Pro- 
pellers and rudders are fully protected 


by metal skegs, an important feature 
when a boat is used to handle fishing 
ear, and when operating in shoal m 
{obster-pot infested waters. 

Her equipment is unusually complete. 
There is an Onan water cooled 1500 
watt, 32 v. generating plant; Everite 
water pressure pump, Adel isodraulic 
dual controls; electric refrigeration, Wil- 
lard storage batteries and an Ideal elec- 
tric capstan. She has an R.C.A. 30-watt 
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radio telephone and a Kaar radio direc- 
tion finder. There is a 3-burner Willis 
gas stove, with oven, and a Shipmate 
gas automatic hot water heater. She 
steers through a Columbian worm steer- 
er. Two 5” Kelvin White Constellation 
compasses are mounted at the steering 
stations. A Tamm-built chair and out- 
riggers and other fishing gear by Simms 
Brothers, are included in the yacht’s 
working equipment. 





“VI-TO,” A SLOOP WITH A STORY 


; ee TRIM sloop whose plans appear on this and the 
following page is from the board of Jan Herman Linge, 
a young naval architect of Oslo, Norway. She looks larger 
than her 22’ over all — and in many respects she is, 
having proved exceptionally seaworthy and even being fit- 
ted with snug but necessarily Spartan cruising accommoda- 
tions. She is a type which should prove appealing for 
afternoon racing, particularly in areas of fresh winds and we 
could go on describing her interesting features. The real and 
fascinating saga of this boat, however, lies in the story of her 
conception, building and sailing by her designer in Norway 
during the German wartime occupation. The story in his 
own words follows: 

“The name Vi-To is Norwegian and means “‘We-Two’ or, 
in other words “The Boat and I.’ Here is our story. 

“She had grown in my mind for quite a long time before 
she got down on the drawing board. I had planned to build 
her in our shed in our backyard in Oslo, so one of the con- 
siderations I had to take into account was the size of the 
shed and how to get her out of it. Like all yachtsmen, I 
wanted a fast and good boat for a reasonable cost. This was 
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L.o.a., 22' 0” L.w.L, 14 9” 
Beam, 4' 11” Draft, 3’ 1” 


Displacement, 0.775 ton 
Sail area, 185 sq. ft. 





























the answer: a light displacement hull 
with fairly long and easy lines, — 
overhangs and a high-aspect-ratio sai 
plan. Probably what you would call a 
Scandinavian Skerry cruiser type. To 
make cruising accommodation in a 22- 
foot boat the mast was stepped on deck 
and a sort of double berth was arranged 
from the midsection forward. Under 
this was stowage space. 
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“In 1941, still at school, I made up my mind to 
build her. I sold my old boat for $200 with which 
I bought lumber, sails and all necessary materials. 
They were already difficult to get hold of due to 
the German occupation, but after a long search I 
had everything but material for frames. I knew 
about a Nazi Bone making skiis for the German 
army and from them I stole one big ash plank 
every night. until I had enough to serve for the 
framing. 

“The loftwork was all done on the floor of my 
room. After I had finished this, my landlady near- 
ly had fits, finding hundreds of nail holes in the 

r and all the paint on it ruined. The 772 lb. 
iron keel was the first part to be made. A ship- 
yard in the neighborhood gave me permission to 
cast it in their foundry, providing I brought them 
some scrap iron and did the work myself. In the 
same place all deck fittings were made. All this 
cost me just a couple of dollars plus a few days’ 
work and, in return, I got a lot of valuable ex- 

rience. 

“In October, 1941, the actual building was 
started. Making molds, erecting them and the 
keel, stem, sternpost, etc., was easy work and 
didn’t take long. Cutting the rabbett and starting 
the planking was really quite a job. I ran into un- 
expected difficulties because of my limited ex- 
perience in boatbuilding, and I often had to go 
down to a boatyard nearby to ask for advice. That 
winter was a very cold one and, as the shed was 
not heated, progress was slow. 

“Early in the spring of 1942 all schoois in Nor- 
way were closed becausé the Germans arrested 
all the teachers, and from then on I really got 
going. The planking was finished in about two 
weeks, laying one strake each side every day, all 
seams glued and perfectly tight. To bend in all 
the 64 frames and fasten them with approximately 
2500 screws was also a big job, but with help 
from a school friend we managed both this and 
laying the deck before May. Then the planking 
was planed and sanded until it was as smooth as 
a baby’s bottom! While painting her, making 
spars and working on the rigging, we nearly got 
panicky. Time went so fast and the season had 
already started. Sometimes we worked up to 20 
hours a day, and slept in the boat to save time. 

“At last the job was completed, and early one 
June morning she was ready for transport down 
to the sea. All my friends had gathered to help 
me lift her on a truck I had hired. We carried her 
from the backyard, through the gate and down to 
the street, but, alas, we were not strong enough to 
lift her up on to the truck. People stopped to 
watch all our useless efforts, and when one of my 
friends got his foot nearly crushed under the boat, 
and was put out of action, the crowd took charge. 
After a few seconds the boat was safely secured 
on the truck and we were ready to go. The drive 
through town and the launching that followed 
were some of the biggest moments in my life. I 
was a bit scared when she took the water, but you 
can imagine how proud and happy I felt when 
she was floating just to her marks. I rigged her at 
once and in a nice southerly breeze we had our 
first sail-we two—The Boat and I! 

“In the following days there was little time for 
rest. I was — and tuning day and night 
to find out her sailing qualities, and soon under- 
stood that she was better even than I had dared 

(Continued on page 88) 
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A 56-FOOT CRUISER BY MASTERSON & SCHLEGEL 


HIS HANDSOME 56-footer, from 

the designing board of Masterson & 
Schlegel, New York, is under construc- 
tion at Dunham’s Shipyard, City Island, 
N.Y., and is to be aa for May launch- 
ing. As the plans show, she will be a 
roomy and comfortable cruiser with a 
big double and two single staterooms 





L.0.a., 56'0” L.w.l., 550” 
Beam, 13'2” Draft, 3'6” 





Power—twin Chrysler Royals 








aft, a roomy galley, forecastle for a crew 
of two, and a big deck lounge. A pair 
of 145 hp. engines are expected to give 
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her a speed of 13 knots. With the flying 
bridge atop the cabin trunk amidships, 
and a deck over the 324-gal. capacity 
fuel tanks aft, maximum use has been 
made of the space in the hull. She is 
oak framed and double-planked with 
cedar, with teak decks, mahogany trim 
and Everdur fastenings. 


FOR AMATEUR OR PROFESSIONAL BUILDERS 



































HE BOAT shown here has been 

designed by Werback and Rem- 
mers, naval architects of Washington, 
D.C., as suitable for either amateur or 
professional builders, and the first hull 
is already under construction by Mary- 
land Marine, Inc., of Mayo, Md., which 
plans to turn them out on a stock basis. 
Upper and lower berths sleep four in 
the cabin, with a toilet and galley, and 





L.o.a., 28’1” Beam, 9'3” 
Draft, 2'3” Speed, to 35 m.p.h. 
Power—optional 











she has great cockpit space for a 28- 
footer. The hull will take single or twin 
screw engine installations up to 250 
hp., and the designers expect to get a 
top speed of 35 m.p.h. with 250 hp., or 
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a speed of 26 m.p.h. with 150 hp. 
The design was developed for ply- 
wood construction, though in place of 
%” marine plywood the hull may be con- 
ventionally planked with %” stuff. Stem, 
keel and frames are oak, decks of ply- 
wood, and trim mahogany. An optional 
design shows a shelter over the forward 
art of the cockpit. She carries 75 gal- 
ons of gasoline and 25 gallons of water. 
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A SHOCK-DESIGNED 


HE DESIGN shown on this page 
was prepared by Edson B. Schock, 
Los peo Calif., naval architect. It 
shows a boat of a size and type both 
popular and successful for cruising and 


ocean racing. 


The sloop rig (or cutter if ‘yao prefer 


the word) has a er mainsail 
and a variety of headsails including 
loose-footed staysail, working jib, num- 
ber one jibtopsail and genoa. The mast 
has rather more rake than is commonly 
seen in this type of yacht, and is sup- 
ported at the junction of the forestay 
and mast by a running backstay, which, 
as there is also a permanent backstay, 
would probably be used only in heavy 
weather. aia 

A Gray 4 20 hp. auxiliary engine 
has eon gd as osarlliexy power a 
would doubtless drive through reduc- 
tion gears in a craft of this tonnage. 
Specifications call for oak stem and 
frames, fir kee] and deadwood, fir plank- 
ing, and teak deck and trim, with hol- 
low spars and stainless steel rigging. 

The inboard profile shows a raking 
keel and sternpost, giving her deep 
draft but no Dein which should 


make for quickness on the helm. Her © 


lines are not given, but the section plan 
indicates a boat of slack bilge and wine- 
glass sections. 

The accommodation plan shows good 
living quarters for four in the owner's 
party and one paid hand. Access to the 
cabin is through a hatch in the top of 
the trunk cabin. 








L.0.a., 42'6” L.w.l., 30'0” 
Beam, 10’6” Draft, 6’6” 
Sail area, 800 sq. ft. 
Power, 20 hp., 4 cyl. Gray 

















42-FOOTER 
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THE BLANCHARD 33, A NEW O-D 


HE BLANCHARD 33, built by the 

Blanchard Boat Co., from designs 
by William Garden, both of Seattle, 
Wash., is a new stock one-design auxil- 
iary cruising sloop, the first few of 
which have already proved to be smart 
and able cruising boats. Requirements 
were quarters for four, with six feet 
headroom, enclosed toilet, coal range in 
the galley, and a boat that oa be 
built economically in quantity. She has 
a Kermath Sea Cub auxiliary. Stem and 
ribs are oak, keel and deadwood, fir; 
planking, red cedar; decks, plywood; 
trim, Honduras mahogany, and fasten- 
ings, Everdur. She has a 4150-Ib. iron 
keel. E. Osterhaug, of Seattle, owns the 
first of these sloops. 
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L.0.a., 33'3” 
Beam, 8'9” 
S.A., 478 sq. ft. 


Power, Kermath Sea Cub 


L.w.l., 24'0" 
Draft, 5'0” 
Disp., 10,500 Ib. 
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“ST. BARBARA,” BRITISH CLUB OCEAN RACER 


HE OLD MASTER, Charles Nicholson, of Camper and Nichol- 

sons, Gosport, England, designed and built this ocean racer for 
the Royal Artillery Yacht Club, and she is named for St. Barbara, the 
Gunners’ patron saint. She acquitted herself creditably last summer in 
her first season of racing and cruising. 

Being a “mess yacht,” to use the British description, rather than a 

private vessel, St. Barbara is unusual in several respects, especially 
her layout. Forward is generous stowage space to hold the gear for a 
big crew, and next aft comes a fo’c’s'le with four berths where the 
off watch can sleep undisturbed by operations in the 
cabin or on deck. ‘'wo more berths, one for the skipper, | 
are in the main cabin abreast of the companion ladder, 
and a generous amount of space has been allotted to 
the galley and head, in expectation of normally carrying 





L.o.a.,51'0”  —_L.w.1., 85'0” 
Beam, 11'6" Draft, 7’6” 
Sail Area, 1100 sq. ft. 











big crews. While there are no frills in this yacht, there 
are such carefully thought out details as a bootjack built 
into the bottom companion step. 

Her doghouse is a real “dodgehouse,” more a part of 
the deck than the cabin arrangements, with settees for 
the watch and handy stowage for all sorts of deck gear. | | 
Her deck is clear for working, and she has a full comple- 
ment of winches. ; 

Though Nicholson doesn’t approve of 
masthead fore triangles and overlapping 
jibs, St. Barbara has both because the 
Royal Ocean Racing Club measurement 
tule favors them. In strong breezes, how- 
ever, a preventer forestay, running about ; 
85 per cent up the mast, is set up and 
smaller headsails set on it. The mast is well ae 
aft and the main boom short. - i 

St. Barbara is composite built, of larch : ae Paes i = 
planking and decks, the latter canvassed, a tities 
over steel frames, and plywood is exten- 
sively used in cabin soles, bulkheads and ‘en Kom as 
other parts of the structure. She has no oo 
anchor winch, and simplicity and conven- — 
ience for racing with a big crew are the _ 
keynotes of the yacht throughout. 
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AN AUSTRALIAN 


YACHTING 


19-FOOT SAILING CANOE 
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L.o.a., 19’ 0” Beam, 4'6" 
Sail area, 164 sq. ft. 





























HIS TWO-MAN sailing canoe was de- 

signed by Bryce Mortlock and Alan 
Payne, of Sydney, Australia, with definite 
objectives in mind. First, she was to be in- 
expensive and easy to build. This dictated a 
vee bottom and plywood construction. Sec- 
ond, she should be able to “take it;” hence 
the generous beam, two long hiking seats 
and a self-bailing cockpit. Third, she must 
be fast and responsive. 

Reports from Australia indicate that she 
has lived up to expectations, particularly as 
regards speed, having reached 20 knots in 
short bursts. A photograph showing her 
traveling fast appeared on page 107 of the 
January, 1949, YacuTING. 

She can almost hold a 6 Meter to wind- 
ward and in a good breeze can beat one 
down wind. To insure planing ability, she is 
of light displacement, her chines are swept 
up forward to produce lift and the deepest 
section is under the mast, followed by a 
long, flat run in the Uffa Fox tradition. She 
can stagger to windward in a 30 knot breeze, 
and really takes off in such going once the 
sheets are eased. The long hiking boards 
permit the crew to sit high and dry even 
when spray is sweeping the hull. 

Plans are available from Seacraft, P.O. 
Box 4103, Sydney, Australia. 





























Se eitiemsdiossetiainde ae 










































Se eee 


APRIL, 1949 


HOW TO REEF 


T IS SURPRISING at times to see how reluctant a man 
f is to take in a reef even when weather conditions sug- 
gest that it would be ot judgment. This may be due 
to the fact that most keel boats will lug their sails even 
when overpowered. To men brought up in centerboard boats 
reefing becomes almost second nature and they learn to do 
plain and fancy reefing under all sorts of conditions. If and 
when these men graduate to keel boats they are usually the 
ones who will be found reefing in heavy weather while 
their contemporaries brought up in keel boats are lugging it. 
If there is enough wind outside the harbor to make you 
wonder whether or not to reef, your best bet is to do so 
before going out. If it lightens up later it only takes a 
minute or two to shake out the reef and it’s a lot easier to 
reef at anchor than when under way. 

Actually, there is no great trick about reefing. Let us 
assume that we are tying in a reef at anchor. The first thing 
to do is to get down the tack cringle to the boom and lash 
it securely with the tack earing. It is important that this 
point be so secure that there is no likelihood of its pulling 
aft when the outhaul is tightened. If the sail is equipped 
with mast hoops, it is good practice to pass the tack earing 
through a hoop before passing it around the boom. Pass the 
tack earing as many times as possible through the cringle 
and secure it with a draw knot so that it may be readily 
released when the reef is shaken out. The second operation 
is to secure the outhaul at the leach. Pull the sail out so that 
there are slight wrinkles running along the foot before se- 
curing the outhaul. Sometimes the outhaul is long enough 
so that it may also serve as the leach earing. In any case 
the earing should be passed around the boom several times 
as indicated in the sketch below. 

On larger cruising boats where the boom extends well 
beyond the taffrail, it is usual to rig a permanent reef earing. 
This leads from a fitting on one side of the boom, through 
the reef cringle on the leach and down to a bee block or 
cheek block on the opposite side of the spar. From here it 
leads forward to a cleat. With this rig it is unnecessary for 
a man to go out on the foot ropes to haul out the sail when 
reefing. 

The third operation is tying the reef points (or reef net- 
tles, as they are sometimes called). There are two cautions 
to observe here; first, take great care that the points of 
different reefs are not tied together, in which case the sail 
is likely to tear. The second precaution is to pass the reef 
points between the foot of the sail and the boom (not un- 
der the boom, or lace rope, if any). Where the boom is 
slotted and the foot rope fits in the slot, an exception has 
to be made to this rule since, obviously, the only thing that 
can be done is to pass the points around the boom. This is a 
somewhat unusual rig, however, and is found mostly in 
boats which are equipped with roller-reefing gear. Tie the 
points with a draw knot so that they may be easily untied 











r 


The sequence of operations in beginning a reef. First, tie down 
the tack earing; second, the outhaul and then the leach earing 
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My, A-Tack cringle: 2-Clew cringle: 
3-Reef points (nettles) 








- PWN 


























Chew 





This shows the principal parts of a sail concerned with reefing so 
that the novice may familiarize himself with the terms used 


when shaking out the reef. One may begin tying at either 
end, it makes no difference; and, in the case of a large sail 
where more than one man is working, there is no reason 
why reef points should not be tied from both ends ending 
off in the middle. The bunt should be rolled neatly as the 
reef points are tied, so that the reef will have a shipshape 
appearance when the sail is hoisted. The reef points we 2 
of course, all be tied on the same side of the sail. 

In large sails, sometimes the sailmaker puts cotton reef 
points in one reef band, manila points in the next above and 
cotton in the third band (if there is one). This reduces the 
chance of cross tying the points as the difference can be 
felt as well as seen. 

If, instead of reef points, your sail is equipped with 
grommets along the reef band, then you have to use a 
lacing line. Begin at either end of the reef by os the 
lace Tine through the first grommet, under the foot of the 
sail and secure to the standing part with a clove hitch, 
follow along with the lace line from grommet to grommet 
spirally, passing between the foot of the sail and the boom 
the same as when tying in reef points. Pull the lace line 
down good and tight and finish off at the last grommet with 
another clove hitch around the standing part. Several short 
lengths of lace line are handier to use than one full length 
line. It is well to have the lace line prepared in advance, 
with its ends properly seized so that they will pass easily 
through the grommets. Braided line is good for this purpose. 
The lace line has certain advantages over reef points, par- 
ticularly for racing boats, since when the time to shake out 
the reef comes, if you are in a hurry, you can cut the line. 
Also, there is no possibility of leaving one of the reef points 
tied in, thus tearing your sail when it is hoisted. 

Where a roller-reefing gear is used, the only important 
caution to observe is to pull the sail out on the boom as it 

(Continued on page 136) 














Drawings courtesy Ratsey & Lapthorn 

Showing the sequence of tying in reef points. Note that in the 

second operation, point B is passed between the foot-rope and 
the boom 
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Sprig, Sprig, Beautiful Sprig 

> Well here we go again! The covers 
are off and the mud is on the hoof. Joy 
reigns (and I don’t mean rains) in the 
boat yards. In keeping with the fancies 
which are supposed to stir the young 
man’s heart at this season, I give you 
some suggestions which I hope may 
help you to have a more enjoyable sum- 
mer afloat. If you are the engineer of 
an outboard which gives you fuel trou- 
ble you will appreciate the third item. It 
is the fruit of some sad experiences. 


An Easily Made Course Protractor 


m Alexander Bauer, of Philadelphia, 
makes the suggestion that for small 
boat navigation the handiest form of 
protractor is that shown in the sketch. 
He cuts a compass rose from an old 
chart, taking care that the edges are 
perfectly square, and glues it to a 
piece of cardboard. After the glue is 
dry, he soaks it in melted paraffin, to 
make it waterproof, and passes a piece 
of strong black thread about 24” long 


with a knot on one end, through the | 


center of the rose. 

To determine a course, place the 
thread through the two points on the 
chart, rotate the protractor so its edges 
are parallel with the grid on the chart 
(with the north point at the top, of 
course) and read your course where 
the thread passes over the graduations 
on the compass rose. This simple pro- 
tractor costs you nothing, is easy to 
use even under adverse conditions and 
it will float if blown overboard. 





A slight modification occurs to me, 
based on a trick I used on my parallel 
rules. Since most of my navigation is 
done with charts of the 1200 series 
(1:80,000 scale) where one nautical 
mile is .912” long, I found it conven- 
ient to mark the edge of the rule with 
graduations indicating miles, half miles 
and quarter miles. Every fifth mile was 
accented for convenience. By this means 
it is easy to estimate the distance as 
well as the direction. It is a cinch to in- 
terpolate for the 1:40,000 and the 
1:20,000 charts, of course. This brings 
me to my suggested modification of 
Mr. Bauer's protractor. If you tie a 


series of small knots in the thread as 
nearly .912” apart as you possibly can 
you will have a handy distance gauge. 
Perhaps you could tie a piece of red 
flannel at the five mile mark and have 
a piece of leather with a hole in it for 
ten miles. (As Archie says, “Perish for- 
bid.”) 


A Handy Shroud Painter 


> Phil de Beixedon, of Beverly Hills, 
Calif., tells me that he has used the lit- 


‘tle peripatetic paint pot shown here for 


some time and with great success. The 
principle of the shroud painter is to 
clamp the cup around the stay, fill it 
about three-quarters full of paint and 
haul it up with the halyard (not forget- 
ting, of course, to rig a downhaul). 


——— 
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4 - Shroud or stay” 
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The 4” deep cup shown is about the 
proper size for a 4” diameter stay about 
30’ long. If your wire is larger you will 
want to increase the cup’s capacity. 

It is made of wood and is split as 
shown after boring the hole. The two 
faying surfaces must be a good fit if 
paint is not going to leak all over your 
decks, so rub them carefully on a piece 
of fine garnet paper laid on a flat sur- 
face. The split felt washer is secured 
in each half with a couple of brads as 
indicated. The hole should be slightly 
smaller than the hole in the cup. The 
wire guide is so simple that it needs no 
detailed comment. When all is ready 
assemble the cup in the stay or shroud, 
apply the hose clamp to make it tight, 
bend on the halyard and downhaul, fill 
the cup three-quarters full and away 
you go. The only shortcoming of this 
gadget is its inability to go beyond the 
spreaders. Even at that, however, it 
should be easier for a man to go aloft 
in a boatswain’s chair to the spreaders 
and send the cup to the masthead from 
there, than it would for him to do the 
job personally. 

Phil says the little gadget has painted 
the rigging of his ketch Dolphin many 
a time and is becoming popular with 
other Southern California yachtsmen. 





An Outboard Fuel Strainer 


> From what I could see at the Motor 
Boat Show, most of the outboards are 


ry 


, 120 Mesh screen ~_.§ 
Solder 






Fuel pale 


now equipped with strainers where the 
fuel line connects with the tank. Some 
of the older models were not, however, 
as I know to my confusion. I have a 
little motor which I use as an auxiliary 
for my Thistle. (Incidentally, I found 
that a 1.1 hp. job pushes her along at 
4 knots in calm water.) As long as it 
gets gas it runs like a watch but last 
season, due partly to my own neglect, 
I'm afraid, the poor little thing seemed 
to be starving for fuel most of the time. 
I took it apart two or three times and 
cleaned all the fuel and electrical con- 
nections. It would run for a short time 
and then—phut! I discovered that a 
powderlike substance was settling into 
the cavity on top of the take-off cock 
at the tank outlet. Clean out the tank as 
I would, I could not seem to rid it of 
the sediment. (Yes, I was buying “white 
as.”) 

Finally I removed the petcock and 
reamed out its upper end to fit a short 
piece of 4” diameter copper tubing just 
long enough to go to the tank bottom. 
This was sweated in position as shown. 
Using a piece of 4” dowel as a form, I 
made a little cup-like strainer of 120 
mesh bronze screen and soldered it to 
the end of the tube so that it projects 
up into the tank for about 4”. That’s 
all there is to it. 

Perhaps I had better describe how to 
make the strainer for my readers who 
are unfamiliar with soldering. Take a 
piece of 4” dowel several inches long 
to use as a form. Cut a strip of the 
strainer mesh about %” wide and long 
enough to go around the dowel with a 
little over (about 1” should do it). 
Wrap this around the end of the dowel 
and secure in position with a couple of 
pieces of iron wire. Next cut out a small 
piece of mesh about %” square. Place 
the latter on a piece of wood or asbestos 
and hold the end of the dowel with 
its screen sleeve down against the 
square. Now solder all around the 
seams. Trim off the excess screening 
from the top piece, remove the screen 
from the dowel and place it on the end 
of the copper tube. Leave the iron wire 
in place until after the final soldering 
operation. Run a drop of solder around 
the joint between tube and screen, rins¢ 
off in water, remove the wire and the 
job is done. HaM DE FONTAINE 
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dependable 


CHAMPION 


America’s 








Motorboat racing got off to another flying start this 
year down in Florida where the country's leading 
drivers compete in regattas all over the State— 
popularly dubbed the “Grapefruit Circuit.” Shown 
are three winners at the Southland Sweepstakes 
in St. Petersburg: Les Trafton in Tornado who 
set a new world’s record for Class Z Inboard 
Racing Runabouts; Sid Street in Gee Whiz, a 135- 
cubic-inch Hydroplane; and Sherm Critchfield in 


FOLLOW THE EXPERTS 


Favorite Spark Plug 


Hell’s Angel, a Class D, E and F Runabout. After 
winning, all three drivers paid high tribute to the 
dependable performance of the Champion Spark 
Plugs in their engines. Like most engine experts 
in every racing field they use Champions in all 
their engines because they are convinced that 
Champion represents the ultimate in quality, value, 
performance and dependability, Champion Spark 
Plug Company, Toledo 1, Ohio. 


DEMAND DEPENDABLE CHAMPIONS FOR EVERY ENGINE 
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listen to the CHAMPION ROLL CALL... Harry Wismer’s fast sportscast every Friday night, over the ABC network 

















vacht 
insurance 





Our policies are backed by fifty years 


experience Owning and insuring yachts. 


CHUBB & SON 


Managers of Federal Insurance Company 


and Associated Companies 


90 John Street, New York 7, N. Y. 


Ask your Broker or Agent for a Chubb & Son policy. 
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>-We note with interest, in the dispatches of YacurTinc’s 
Pacific Northwest correspondent, Ray Krantz, the following 
item: “The Coast Guard warned boat owners recently that 
the 2670 kc. band is for distress purposes only, and is not 
to be used for bar and weather information.” At first we 
were inclined to bristle up and say the Coast Guard was 
reverting to its old habits, reviving its reluctant efforts to 
enforce the wishes of the prohibitionists on a thirsty public. 
But, after all, the emergency circuit does have to be kept 
clear for serious business. And, after all, bar information is 
of use to the yachtsman only when he’s close enough to the 
clubhouse or waterside pub for visual signals to be ex- 
changed. Some of the flag signals in the club books, like EB 
(Divine service will be held on the flagship at — — ) and 
FJ (Order two taxicabs for me) aren't used very much. 
Couldn’t they be changed to some such meanings as “Is my 
crew still soaking it up in there?” and “Can you send me out 
a couple of quarts of bourbon?” 


& Another West Coast correspondent, Don Wood, writes 
that the entries in the Ensenada Race “may be limited to 
150, to avoid crowding the harbor facilities.” Try that over 
on your entry lists, you clubs that brag about 40 entries in 
your long distance races! Not even the Off Soundings Club 
can tie it—and the Ensenada race only in its second year! 
May get to be a popular event, some day. 


This department can’t quite figure out what our Mr. 
Taylor was bellyaching about in that article last month on 
the high cost of boat maintenance. Seems pretty inexpen- 
sive to us. For instance, we have on our desk two bills sent 
out by a City Island jv that it doesn’t seem to us even the 
most parsimonious of owners (meaning Mr. T.) should carp 
at. Here’s one, for instance, against “Sloop Gipsey and own- 
ers,” for an overhaul and repair job, for $43.21. Among the 
major items listed are “To hauling sloop—$6.00. 129 ft. 
yellow pine—$7.09. Iron work & repairs—$4.60. 3% days, 
Carpenter, joiner and caulker—$14.87.” Is that exorbitant? 
And here’s another against “Sloop Sociable and owners.” 
Said owners were evidently casual about paying their bills 
because this one covers two years. However it substantiates 
one of Mr. T’s theories. The owners evidently did their own 
work, as the bill covers only hauling and materials, and 
saved money. The two-year bill amounts to $39.82. The only 
evidence of inflation here is that the “Hauling” item was a 
dollar higher the second year. 
What yard, you ask? David Carll, Ship Builder. 
Dates? 1872-3. 


> The British, it seems, will have no part of our improved 
racing right of way rules, because they conflict with the 
International Rules of the Road. Sounds encouragingly as 
though they have enough commercial sailing traffic left for 
it to make any difference. But we learn with amazement 
that they've altered the R.O.R.C. measurement rule to give 
shoal draft boats a break—rank flouting of British tradition, 
we call that. 


THe BOATSTEERER 
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Firestone Foamex’ 
Goes to Sea! 


*Trade Mark 







Form Fitted 4% 
MATTRESS 
26" x 75" x42" Special Offer 


With Removable Naugalite* $49.50 


or Sailcloth Covers 


It “breathes,” so no dust collects—no 
= CLEAN disintegration—makes no dust itself. 
e COOL Room temperature air going through it 


all the time absorbs body heat and ex- 
hales it. 


e COMFORTABLE No sags, no bumps, never matts down. 


Springs back to normal shape as soon 
as pressure is released. 


Lasts longer. Nothing to break down— 


e ECONOMICAL - . 
you cant wear it out. 


Special Units Available Any Size or Shape 
CUSHIONS — BUOYANT RUBBER FENDERS — DECK CANVAS 
Manufacturers of EASE FOAM Products 


T NEW YORK CANVAS PRODUCTS CO. 
|G) Thatford Ave., Brooklyn 12, New York 


Dickens 2-1642 








Get a BLACKMER 


All Bronze 
ROTARY MARINE PUMP. 









Belay the backache! Easy 
does it! Pumping’s a 
breeze with a modern all- 
bronze Blackmer Rotary. 
Easy to install, Easy to 
operate. Pumps more than 
10 gallons a minute. Per- 
manently mounted, always 
out of the way. Self-prim- 
ing. Instantly ready in 
emergencies, An essential 
auxiliary to power pump 
on larger craft. Thousands. 
in use by U. S. Navy, Coast 
Guard and Marine Corps. 


Available from your Marine Supplier or direct from 


BLACKMER PUMP COMPANY 
1809 CENTURY AVE., S.W. GRAND RAPIDS, MICH. 
FREE literature on request. 
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OVER CHART 1210 


> The number 1210 has a significance for members of the 
USPS that verges on the sentimental. Say “1210” to any 
graduate of the advanced pilot class and he will respond 


| with a gleam and perhaps a lot of technical chatter that 
| would come as a surprise to the non-member. This is 


because Chart No. 1210 for many years has been used 
for teaching and exercising in the laying of compass 
courses and other aspects of piloting covered in USPS 


| classes. Point Judith, Block Island, Hen and Chickens, 
_ Wood’s Hole, Vineyard Sound and other names shown on 


this chart are as familiar to USPS members all over the 
country as they are to Down East yachtsmen. The use of 
this chart in instruction has become so much a part of 
Squadron tradition that the Coast and Geodetic Survey 


| has prepared a special edition of it for USPS use. This 


edition remains unchanged from year to year, so that it 
may readily be employed in conjunction with USPS in- 


_ struction sheets. This courtesy by the Survey has obviated 





the task of correcting the sheets to make them conform 
with changes in different editions of the chart. 

It followed that when the New York Squadron first pro- 
posed “cruising over Chart No. 1210” there was enthusias- 
tic response. Members welcomed the opportunity to pilot 
their craft over the waters and using the aids to navigation 
shown on the chart. 

The first of the 1210 cruises was carried out in 1941. 
It was repeated in 1947. Last year, New York succumbed 
to the lure of fresh water and cruised up the Hudson River 
and through canals to Lake Champlain. But this year 
Chart No. 1210 calls again and the Squadron’s executive 
committee is making plans for another “1210” cruise. If 
past procedure is followed, the cruise will be held in 
August and cover about 500 miles. 


> A booklet of information about the Eastward Ho! cruise 
to Fort Walton, Fla., which is to start June 11 under the 
auspices of the New Orleans Squadron has been prepared. 
It may be obtained by writing to J. E. Lester, P.O. Box 
9164, New Orleans 20, La. 


> From Hawaii comes news that the Kona Squadron, as 
yet the only USPS unit outside the territorial United 
States, is organizing a rendezvous for yacht clubs on the 
island of Oahu. Comdr. C. V. Crellin says that the clubs 
in his part of the world have had a meeting of this kind 
under discussion for some time and that his squadron has 
decided to sponsor one in October. Plans are for a four- 
day celebration with sail and power races, a fishing con- 


test, an historical pageant and a luau, whatever the last- 
named event may be. 


> Bob Smith of the Little Neck Bay Squadron is the new 
commodore of the New York A.C’s yachting department. 
Several members of this squadron served as observers on 
the N.Y.A.C’s predicted log contest to Block Island last 
year and probably USPS members again will be called 
upon for this pleasant duty this summer. 


® The Portland (Ore.) Squadron is a cruising outfit. It 
exhibited at the Pacific Northwest Boat Show a chart of 
the tracks followed by members on cruises last summer to 
points as far as Prince Rupert, B.C. The chart showed 
eleven craft cruised nearly 20,000 miles. 


L. B. N. Gnaepincer, J.N. 
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Vacation days? Yes, every day is a vacation 
day aboard this new Chris-Craft 46-ft. Cruiser 
with Flying Bridge feature! Sleeps 9 . . . built-in 
beds .. - 2 toilets . . . excellent ventilation ... 
wide cruising radius with twin engines and speeds 
to 24 m.p.h. Dual controls optional at extra cost. 
Also available, other new Cruisers in 24, 26, 28, 
30, 33. 34, 36, 40 and 46-ft. lengths and a new 
59-[t. Motor Yacht. 


Command a 
Chris - Craft, 
skipper! 


il rides? Thousands of them await you in the new 20-ft. Chris-Craft—the 
d's finest, most luxuriously furnished Custom Runabout with speeds to 37 
ph. Also ready for you, new 16, 17 and 19-ft. Runabouts with speeds to 44 m.p.h. 


a 





thing? Boating fun, too, is yours in this big 26-ft. Super Semi-Enclosed. 
le or twin engines . . . side and aft curtains . . . 2 berths . . . private toilet 
lities .. . speeds to 32 m.p.h. Also new 28-ft. Super Semi-Enclosed with 4 berths. 


- Sports? There’s a whole new world ahead with a smart new 25-ft. 
aaa sinzle or twin engines and speeds to 40 m.p.h.! Big aft cockpit .. . 
*Toom for fishing gear. Also, other new 16, 18 and 22-ft. Sportsmen. 


ae 
‘ral 


Express speeds? Sure, and style, too, in this beautiful new 40-ft. Express 
Cruiser with twin engines (up to 316 h.p) and speeds to 33 m.p.h. Cockpits fore 
and aft, forward stateroom, big main salon—everything including Navy top with 
side and aft curtains and built-in fish box or auxiliary ice chest with overboard 
drain. Other new Express Cruisers available in 21, 24, 26, 30, 34 and 40-ft. lengths. 


See your friendly Chris-Craft Dealer and buy NOW! Remember Chris-Craft 
offers the largest and most complete line of Runabouts, Sportsmen, Express 
Cruisers and Cruisers in the world. They are priced to please YOU! Order 
today and enjoy life afloat. 


Command a NEW 1949 


we 


CHRIS-CRAFT CORPORATION, ALGONAC, MICH. — 


MOTOR BOATS + MARINE ENGINES 

















TODAY’S 
LOWEST PRICED 
COMPLETE CRUISER! 


Two full size berths, with removable “third-person” 
berth. Metal sink, running water. Ice box. Toilet. Hang- 
ing locker. Stove. Lots of head room and stowage 
space. Speeds from 20 to 25, depending on motor 
selected. Economical to operate... lovely to look at 
.»@ joy to cruise and live in! Priced at only $2850* 


Other Cruis Alongs: Deluxe 23’... Utility 21’... Converter 21’ (the 
sensational new cruiser you can run on your own outboard motor!) 


*Prices subject to change without notice. 


M.M. DAVIS & SON, Imc. sOLOMONS, MARYLAND 











THEY COST YOU LESS 


@ We've got something here. A 
new improved electrical Tacho- 
meter that requires no cable or 
take off for inboard engines with 
magneto or battery ignition. 
Easily mounted on instrument 
panel and/or other locations on 
the boat for continuous accu- 
rate RPM readings. Available 
for Diesels too. 


DIAL 
\ iv) 
For full information write — y 
c MARINE MOTORS COMPANY 
EDERAL 9011 COTTAGE GROVE AVE. 
CHICAGO 19, ILLINOIS 

















Buell Air Horn power makes sure your Rule-of-the-Road 
signals get action. In distress, the horns operate long 
after all power fails. Used by Navy and Coast Guard. 
Write-for illustrative material. 


BUELL MFG. CO., 931 West 49th Street, Chicago 9, Illinois 
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By W. MELVIN CROOK 





> If power boat racing could be thought of as a body, the 
skeleton holding that body together would certainly be made 
up of the handful of driver organizations spread across the 
nation. Members of these organizations are, almost without 
exception, individuals who either race because they love to 
race, or officiate because they are partial to race boats and 
the gentry who steer them. 


It might be mere coincidence that California—the state 
that has experienced the greatest upsurge of power boat 
racing in recent years—has the largest and most active of 
these driver organizations. 


Way back East in New Jersey there is one of these outfits 
that has come, in a most modest way, to be the pride of its 
members and a real force in the sport. The New Jersey Out- 
board Association has been doing business quietly for 20 
years, but during that period it has counted among its active 
members some of the top-flighters of all time and has staged, 
or assisted in staging, many of the East’s best races. 


The NJOA holds its meetings and puts on its famous 
Carlstadt regatta at an unpretentious borrowed club far out 
in the Jersey meadows. All its affairs are conducted under 
the paternal guidance of its perennial Commodore Emile 
Jacoby. A far cry from the stiff formality of many less accom- 
plished bodies is the atmosphere encountered in a typical 
soirée on the banks of the Hackensack. With the smell of 
fresh doughnuts and steaming coffee encouraging the mem- 
bers to expedite business, Emile moves things along with 
something as un-Roberts-rules-of-orderlike as “Tommy 
brought up a swell suggestion last meeting but it was tabled. 
I think we'd better do it, Tommy, so you be the committee 
and get it done.” 


Voice from the floor: “Do you want a motion on that, 
Emile?” 
Jacoby: “Nah, that’s a good idea, so let’s just do it.” 


> Another fast-coming Eastern group is the New England 
Outboard Racing Association. Heading this clan for 1949 is 
driver Chet Olcott of Dover, New Hampshire. Rooster Tails, 
publication of the NEORA, combines current news, chit- 
chat, swap department and some editorializing. The January 
issue carries several hundred words on the subject of “Old 
Stuff,” over the byline of Charlie Strang. It was one of the 
most accurate and interesting bits of reminiscence ever done 
on outboard racing. 


® The New Jersey and New England Outboard Associa- 
tions have teamed up with a neighboring group, the New 
York Outboard Racing Association, to form the Eastern Out- 
board Alliance. This Alliance has brought much order into 
the former haphazard scheduling of outboard races in this 
area and is now able to publish a tentative 1949 circuit of 
27 regattas between May 22nd and October 9th. And these 
are all within the region from Springfield, Mass., to Tona- 
wanda, N.Y., between Valleyfield, Quebec, and Stone Har- 
bor, N.J. 


> Contrasted with this Eastern circuit, where no regatta 
lies outside a circle some 250 miles in radius, is the West 
Coast line-up, arranged each year by representatives from 
organizations strung all the way from Texas to Vancouver. 
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Already published is a list of regatta dates for APBA Region 
12 (Arizona, southern Nevada and southern California) and 
the dates of inboard races in Region 11 (northern California 
and northern Nevada). In keeping with the longer boating 
season prevailing (except when the snow is on) in those 
parts, this calendar starts on April 3rd at Lake Elsinore, 
Calif., and winds up on Nov. 6 at Newport Harbor, Calif. 
Here again we find 27 regattas planned, including the Colo- 
rado River Marathon on Oct. 2, to match the Eastern Alli- 
ance’s Albany-New York event on June 12. 


> The Mississippi Valley Power Boat Association has not 
released its schedule of events as of the time this is being 
written, but can be counted on to stage a merry-go-round 
in the midwest quite on a par with those on the Atlantic 
and Pacific seaboards. MVPBA has reélected Chap Hanley 
as Commodore, assisted by Vice Commodore Ed Zender, 
Rear Commodore Merlyn Culver, Secretary Charles Hogel 
and Treasurer Ernest Stender. 

The Webb Trophy, traditional feature prize in Mississippi 
Valley racing, will this year be awarded to the owner of the 
boat picking up the greatest number of points in free-for- 
alls at MVPBA races, instead of going to the winner of one 
specific race, as in the past. 


> It is high time that the powers that (ought to) be in 
Gold Cup racing took a page from the book of these groups 
which schedule regatta circuits so as to minimize conflicts 
and traveling, and still provide a healthy geographical 
spread of racing. 

Detroit and Red Bank have for years run so many races 
for free-for-all, or Gold Cup boats, that the local burghers 
must get bored with the sight of the big jobs. Further, and 
more important, it virtually means that the temperamental 
behemoths run themselves to death on the Detroit and/or 
Shrewsbury Rivers and racing in this class elsewhere in the 
USS. is likely to be pretty skimpy. 

This year, for instance, the Detroit area is inviting Gold 
Cuppers to take part in the Gold Cup and Ford Memorial 
races over the Fourth of July weekend, a shindig at Gull 
Lake two weeks later, the Harmsworth on the last weekend 
in July and the Silver Cup around Labor Day. Red Bank, 
tentatively marked down for Aug. 13-14, will undoubtedly 
again try to lure the unlimited jobs to potential doom in the 
National Sweepstakes, Auerbach and Red Bank Gold Cup 
events. 

All of this makes it pretty tough sledding for a place like 
Lake Hopatcong, New Jersey, which is returning to sponsor- 
ship of sanctioned racing with an inboard-outboard regatta 
on July 16 and 17. On the face of things, Hopatcong’s 
chances of getting much of the Gold Cup fleet seem pretty 
slim, but this may be overcome by the feelings of the G.C. 
owners in the New York area that Hopatcong would provide 
a welcome change after so many circuits of the Detroit 
River course. 


> A new Gold Cup contender is about to emerge from com- 
bining a hull and engine that have raced for the trophy be- 
fore, but never as a team. The hull you will remember as 
the Gray Goose III, Ventnor-built in 1939 for George Can- 
non. Her measurements were then listed as 22’ in length, with 
a beam of 10’. Original power consisted of three Lycoming 
225s, driving three separate shafts through step-up gearing. 

For a short time in 1940 this craft held the Gold Cup 
mile record with a speed of 92.309 m.p.h. Due to ill health, 
Cannon was never able to “debug” the outfit to the point 
where she could become much of a competitor. The boat 
was eventually sold, the engines removed, the hull sold 
again and again, and now it has come to rest in the Freeport, 
Long Island, yard of Joe Van Blerck. 

Joe is planning to install the 16-cylinder Miller that drove 
My Sin to victory in the 1939 and 1941 Gold Cup. The same 
outfit, renamed Tempo VI, picked up the trophy for Guy 
Lombardo in 1946. 














APRIL, 1949 


83 








tphe Nh ff, VLA 





nternationa! 
A. - 4 


*Gistereo raave MARY 





The way to do it is to use the bottom paint that 
offers the best combination of anti-fouling prop- 
erties and durability, irrespective of its initial 
cost. We believe that paint is SINGAPORE. 


The ever-growing popularity of SINGAPORE, 
the highest priced paint in the INTERLUX Line, 
indicates that yachtsmen agree with us. They 
tell us that even in most fouling 
waters with two good coats of 
SINGAPORE at the start of a 
season and without mid-season 
hauling for cleaning or repaint- 
ing, the bottom will be as clean 
at layup time as it was when the 


Internation 


International Paint Company, Inc., New York 6, N. Y., 21 West St. 


New Orleans 13, La., 315 Girod St. 


Save Mone -, 


* Montreal, Quebec, 6700 Park Ave. 


boat was put over. The cost of labor and service 
so far overshadows the cost of the paint used, 
it is only good business to use the most effective 
bottom paint obtainable. . . that’s SINGAPORE. 


International Bottom Paints are available in a 
wide range of colors and types to meet every 
boat use and price limitation. SINGAPORE, 
INTERCLUB RACING BRONZE 
and the several INTER- 
NATIONAL COPPER PAINTS 
are known, used and re- 
spected everywhere. Send 
for color cards and descrip- 
tive literature. 


aint Company, Inc. 


901 Minnesota St. 
* Vancouver, B. C. 101 Powell St. 


* San Francisco 7, Cal., 










































































JUST A FEW on, 
YEARS AGO. . 


A revolutionary 


new finish was tried 





in certain western 


aqreaqs.. * 


-- of the yachts in those 


areas are finished with. . 


For full information write: 


ANDREW BROWN COMPANY 


5431 SOUTH DISTRICT BOULEVARD 244 CALIFORNIA STREET 
LOS ANGELES 22, CALIFORNIA SAN FRANCISCO 11, CALIFORNIA 


1223 EAST PIKE STREET 482) BETHESOA AVENUE 1729 NORTH HARWOOD STREET 
SEATTLE 22, WASHINGTON BETHESDA 14, MARYLAND DALLAS, TEXAS 
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WITH THE RACING CLASSES 


Lightning Winter Open championships, held at St. Peters- 
burg, Fla., Feb. 26-7, added another title to the collection 
of Dick Bertram, 1948 international champion. Sailing Sue 
(she was called Dodge Trophy when he won the Interna- 
tionals last summer), with George Kehoe, now co-owner of 
Sue, and George Crawford as crew, Bertram took fifth place 
in the first race, held in light, fluky weather, but won the 
two remaining races in a day of hard, puffy wind and rain 
squalls. Paul Palmer, who like Bertram hails from Miami, 
took second place in the series and Walt Swindeman, of 
Toledo, Ohio, 1946-7 International champ, third. Tied on 
points with Swindeman was Edward Overton, of Mobile, 
Ala., who had, however, finished twice astern of Swinde- 
man and therefore took fourth place in the series with Harold 
Balcom, of Tampa, fifth. The event drew 38 Lightnings, 
half of them from outside of Florida. . . . Eliminations for 
the International Championships starting this year will be 
by districts, instead of by fleets as in 1948, the mid-winter 
class meeting decided. . . . Foreign activity is booming. 
Registration No. 4248 was recently issued to a French 
yachtsman. In Finland a group of 130 sailors have organized 
a Lightning fleet and are applying for District status and 
representation in the next Internationals. . . . The Hudson 
River and Greenwood Lake fleets, totaling about 60 boats, 
are discussing the possibility of becoming a separate district. 


Comets will sail an East-West team race series this summer, 
with the Royal Vancouver Y.C., in British Columbia, as host. 
Plans call for six to eight skippers from eastern and mid- 
western fleets to go to Vancouver. . . . First major open 
Comet Class regatta in New England will be held this sum- 
mer, under the co-sponsorship of the Medford Boat Club 
and the Marblehead Y.C. . . . The Raritan Y.C., of Perth 
Amboy, will hold the territorial championships for Northern 
New Jersey, Aug. 14-15. . . . Regional vice presidents of the 
class are: for Central New York, Marshall Root; Eastern 
Long Island, Tom Buerman; Raritan Bay and North Jersey, 
Dave Brett; Chesapeake, Western Shore, Les Wright. 





L-16 International Championships will be held Aug. 26-28 
on Lake Pontchartrain, at New Orleans, under the auspices 
of the Southern Yacht Club, as a part of that club’s Centen- 
nial celebrations. . . . The Indian Harbor vs. Chicago Y.C. 
team races, an annual fixture for the Ocean-Great Lakes 
Challenge Cup, will be held at Chicago, home waters of 
last years’ winning team, in mid-August. . . . The Interna- 
tional L-16 Class Assn., organized during the past year, now 
comprises eight fleets—Indian Harbor (Greenwich, Conn. ), 
with 20 boats; Bermuda, 7; Chicago Y.C., 10; Stamford 
(Conn.), 3; Lake St. Claire (Detroit), 138; Western L.I. 
Sound, 10; Grosse Ile (Mich.), 3. The only active L-16 
fleets not yet enrolled in the Association are those in Maine 
and on the West Coast. Officers are G. Shelby Friedrichs, 
New Orleans, chairman; Samuel M. Clarke, Chicago, secre- 
tary; Frederick P. W. Lorenzen, Stamford, Conn., treasurer; 
Mills H. Husted, George R. Swift, Jr., Aaron L. Evans and 
Charles Cooper, rules committee. 


Moth Class international officials are Burnette W. Bowler, 
Vineland, N.J., president; Charles Leape, Pittsburgh, Pa., 
vice president; Harry Truax, Atlantic City, N.J.; treasurer, 
Charles Higgins, Elizabeth City, N.C., secretary; and John 
White, Old Greenwich, Conn., corresponding secretary. 
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- or Large.... 


Insure your Boat and your Liability 
with Providence Washington 


DEPENDABLE MARINE INSURANCE | 
for 150 Years | 





























You will enjoy more care-free 
boating this summer with depend- 
able Providence Washington in- 
surance to protect you against 
unexpected losses or liability. 


See your own agent or broker 
about insurance protection for 
your boat and be sure to specify 
Providence Washington. 











PROVIDENCE WASHINGTON INSURANCE COMPANY, ANCHOR INSURANCE COMPANY, PROVIDENCE, R. I, 























JOYS BROS. CO. 


SAILMAKERS SINCE 1844 
129 N. WATER ST., MILWAUKEE, WIS. 



























Slickest Sleekest Smoothest 
per gallon assures you of complete copper 
coverage. 

Manufactured by two (2) of the country’s 
leading paint manufacturers to exacting 
Navy Specifications for the Navy’s exclu- 
afford the best. Packed four (4) gallons 


bottom afloat get yourself a 
sive use for the past seven (7) years. 
FORMULA 
per carton. 


COPPER BOTTOM PAINT 
COPPER BOTTOM 
Compare the cost with any other anti- 
Gallons Price/gallon* 
4 thru 36 $4.00 
40 thru 396 35.80 
. 400 thru 1996 3.00 
A F. 3 Special Prices on Larger Quantities 
*fob Newark, N. J. 
2 INDUSTRIAL METAL CO. 


For The 
UJ. S. 
Five (5) pounds of pure copper powder 
fouling paint and see why you can now 
85-95 Hyatt Ave., Newark 5, N. J. 



































AND ALWAYS REMEMBER CHILDREN TO WATCH OUT 
FOR THE QUIET TYPE OF FISHERMAN--THE ONE WITH 
B.f.GOODRICH CUTLESS BEARINGS IN HIS BOAT ! 

































B.F.Goodrich Cutless rubber bearings often outlast hard sur- 
face bearings 15 to 1. For details, see your marine equipment 
dealer or write: Lucian Q. Moffitt, Inc., engineers and national 
distributors, Akron, O. 










| new fleet of seven boats. . 
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Hamilton Wright 
Comets competing for the ‘‘Don Q” Trophy at Puerto Rico 


National O.D. Class schedule includes the following dates: 
Eastern Championships, Aug. 27-28, at Severna Park, Md.; 
Great Lakes Championships, Aug. 13-14, at Muskegon, 
Mich.; Western Championships, June 25-26, at Long Beach, 
Calif.; World’s Championship (tentative) Aug. 13-14, Mus- 


kegon, Mich. 


Penguin National regatta in Australia, held at Yarrawonga, 
Vic., Australia, drew 1500 spectators—sailing is really a 
spectator sport Down Under. Winner, in breezes up to 
30 miles, it is reported, was Alan T. Rose, in Ibis Too, of 


Yarrawonga. : 


. . Penguin National Championship this year 


will be held Aug. 25-28, at Annapolis, Md., sponsored joint- 
ly by the Annapolis Y.C. and the Potomac Fleet, No. 1. Len 
Penso will be coordinator of the event. There will be an 
early elimination series leading up to the finals. . . . Sarasota 
Bay, Fla., has been issued Penguin fleet charter No. 34. 


Star racing in England, never very popular and completely 
dormant for several years, took on a new lease of life as a 
result of the Olympics last year, and it is expected that at 
| least six Stars will be racing on the Solent this summer. . . 

| Horace Havemeyer, of Great South Bay, L.I., must be the 
record-holding Star boat owner—his new boat from the Old 
| Greenwich Boat Co. is said to be his 16th Star. . . . The 
| Central L.I. Fleet is staging something they call a “Knock- 
down Dinner” April 1—we think we know what they mean. 
. . » Czechoslovakia has joined the Star firmament, with a 


. . Atlantic Coast Smoker April 


22—nothing mentioned about knockdowns. 


Thistle National Championships will be at the Baltimore 
(Md.) Y.C., Aug. 26-28... . The Thistles now have over 
400 boats, in 21 organized fleets, spread from Boston to San 


Diego. 


Wood-Pussy national commodore is Sam Maraldi, of the 
| Manhasset Bay fleet. Other officers are E. K. Graves, Cold 
Spring, L.I., vice commodore; Leo Telesmanick, New Bed- 
ford, Mass., rear commodore; Grover C. Kirchoff, Shrews- 
bury River, N.J., and George Sander, Scotch Caps (N-Y.), 
members of the executive committee. . . . A memorial tro- 
phy in honor of Donald B. Abbott, founder of the Wood- 


Pussy class, is to be arranged for. 


. . . The Third National 


Championships will be held in the Long Island Sound area 


late in the season. 


TRANSTASMAN OCEAN RACE 


> Trygve and Magnus Halvorsen’s Peer Gynt again won 
the 1400-mile Transtasman Ocean Race when she crossed 
the finish line off the Royal Akarana Y.C., Auckland, New 
Zealand, Feb. 12, 14 days, 5 hrs., 9 min., 5 sec. out of 
Sydney, Australia. Ghost was second, Seaward third and Te 
Hongi fourth. This year there were no tales to be told of 
windswept seas, broken gear and torn canvas. In fact, the 
entire race was sailed in very light airs. 


Norman O. Hupson 
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A VOYAGE OF “DISCOVERY” 
(Continued from page 42) 


with intriguing names like Vendovi, Guemes, Samish, Tow- _ 


head and Cypress, then headed once more toward Orcas. 
No matter where one goes in the San Juans, it seems Orcas 
is always ahead. Its high peaks showed above Discovery's 
burgee and behind the lower islands all that day. 

At Obstruction Pass, 17 miles from Bellingham, we raced 
between Blakely and Orcas in a swirling ebb current. 
Through the narrow pass the majestic expanse of Orcas’ 
East Sound stretched northward. This body of water, which 
nearly divides Orcas, runs ten miles inland to the village of 
East Sound. At Olga, just inside the Sound, we hired a car to 
take us into the park, up past streams and waterfalls, past 
three mountain lakes at different levels, and far above that 
to the top of Mount Constitution, where we climbed still 
higher to the top of a medieval tower to look down upon a 
world of water, islands, blue sky and snow-covered peaks. 

West Sound and Deer Harbor are not as large as East 
Sound, but in the former we found places with romantic 
names like Victim Island, Massacre Bay, and Smuggler’s 
Cove. Deer Harbor offers some of the finest floats and 
accommodations, as well as scenery, in the islands. On the 
way there most boat traffic goes through Pole Pass, one of 
the narrowest channels in the archipelago, where all the 
waters of West Sound or President Channel take turns at 
rushing through an opening less than 50 feet wide. Outside 
the pass the ebb current swept between and around the 
Wasp Islands, which looked as though they were clinging 
to each other to keep from being carried out into the Strait 
of Georgia. It was a compelling scene, and so intent were we 
upon watching it that not until Bob happened to turn aft 
did anyone know that Lynn, who had been trailing a line 
through the pass, had landed a six-pound silver. But there 
he was, sitting on the cockpit step, holding up his fish, with 
only the trace of a smile showing how pleased he was! 

Out of Deer Harbor we were within a mile of the spot 
where we had entered President Channel three days before, 
and it meant we had practically circled Orcas. So far that 
day we had cruised entirely in Orcas waters. But that didn’t 
mean Orcas had entirely dominated the scene. Even in Or- 
cas’ sounds and along its shores there had been islands, 
large and small. Just opposite the gaping mouth of West 
Sound we had seen big ferries unloading cars and passengers 
on Shaw Island, below its wooded hills and peaceful farms. 
Off in the south stood the huge form of Lopez, surrounded 
by her own island brood. Dead ahead, across another strait, 
was our old friend San Juan. With thoughts of T-bone 
steak and French fries, we speeded up the last five miles 
down to Friday Harbor—past Crane and Shaw and the 


Wasps and a dozen smaller islands, past the University of | 


Washington biological station, tied up at the handiest float, 
and hurried up the street to the nearest cafe. “You,” said the 
skipper’s wife, “can talk about the beauty of quiet bays, the 
splash of the lead, the lowered anchor, the quieting engine, 
and the pouring silence of the forest. Give me a good float, 
a restaurant up the street, and for once no dishes to wash!” 
Friday Harbor makes you feel like that, all right. It’s a 
little island town with one main street, but boats are its 
livelihood, and they are made welcome. Every accommoda- 
tion is offered, and Friday Harbor’s stores are modern and 
well stocked. Every summer evening sees several hundred 
American and Canadian yachts at Friday Harbor’s floats. 
In the manner of yachtsmen everywhere, all hands visit on 
the docks and streets. Sometimes they rent a hall and stage 
a impromptu dance. Eliza named San Juan Island, but the 
town got its name when the Hudsons Bay Company had a 
station on the island. “A British boat came in,” Meany says, 
and the captain sent. some men to ask an old Hawaiian 
sieepherder the name of the bay. He did not know. They 
asked his name and he said ‘Friday.’ So they called it ‘Fri- 
day’s Harbor’.” 
By ten the next- morning Discovery had crossed over to 
Lopez and started explorations up its western shore. The 











A solid covering, one coat waterproof protec- 
tive coating for inside of hull, bilge, hatch 
covers, etc. Dries in eight hours to a semi-gloss 
finish, withstands abrasions. Mahogany and 


gray. 


For more pleasure and less work, for better 
preservation, for smarter appearance and 
greater pride in your boat — 


DO IT RIGHT 
with DOLFINITE 


e MARINE PAINTS 

CEMENTS 

WOOD PRESERVATIVES 
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Write for free literature, stating whether you are 
a boat builder, a boat owner or a marine dealer. 


FREE! 


A new brochure on small open boats, with detail 
sketches, marine product description, and proper ap- 
plication of these products in original production and 
maintenance, 
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NEW ZENITH ‘UNIVERSAL * 


POP-OPEN PORTABLE 


Perfect accessory for a new boat—perky addition for your 
present boat. And here’s why everyone's calling it “the 
neatest radio trick of the year.” Just press the POP-OPEN 
button and everything happens at once. Doors pop open — 
Wavemagnet* pops up—set begins to play! To make the 
yachtsman’s happiness complete, it has a trim, compact, 
silver and black case (or two-tone beige, if you prefer). 
Detachable Wavemagnet enables it to play where other 
sets fail—not only in boats, but in trains and planés. Exclu- 
sive Zenith* DialSpeaker gives amazing tone richness. 
Works on batteries and AC or DC current. Hear it soon. 


THE “ZENETTE’’* 


An exquisite, tiny personal radio with 
powerful volume, rich tone. Lift the 
new Switch-on Lid—set turns on. Close 
lid—set turns off. Built-in Wavemagnet. 
Plays on self-contained battery and AC 
or DC current. Weighs only 514 Ibs. 
Maroon, black or white plastic case. 










*® © 1949 
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TELEVISION 
and long distance RADIO 
Over 30 Years of “Know-How” in Radionics* Exclusively 
ZENITH RADIO CORPORATION, CHICAGO 39, ILLINOIS 
Also Makers of America’s Finest Hearing Aids 
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maze of islands all around seemed impenetrable, and we 
couldn’t help wondering how the early explorers managed 
to find their way through them without charts. The sea was 
alive with leaping fish, seagulls, helldivers, seals and cranes, 
and off Shark Rocks a terrifying fin sliced the water. 

Upright Head sticks out beyond the northern end of 
Lopez like a sore thumb, and just around the point we found 
the Archipelago Yacht Club, with its new clubhouse and 
floats. But judging from the boats there and the crowd that 
was enjoying the club facilities, we hadn’t been the first to 
find it. 

Next day we cruised down the opposite side of Lopez, 
past Frost Island, between Blakely and Decatur, and across 
a wide strait to the northwest corner of Fidalgo. Then we 
ran down Fidalgo, past its high forests and sandy beaches, 
past dozens of smaller islands off its shore. 

Deception Pass is sometimes called the “back door” of 
the archipelago. We had planned to go out that way. But 
we hadn't figured on being thrown out, which was what it 
amounted to with the current taking us through at nine 
knots. Vancouver, too, had been “deceived as to the nature 
of the pass,” which is not more than a hundred feet wide 
and exceedingly treacherous. Now a steel bridge spans the 
pass 180 feet above the swirling waters between Fidalgo 
and Whidbey Island, which Vancouver named in honor of 
his first mate, who discovered the opening. 


By the time we reached the southern end of Whidbey, 40 
miles down the coast, at the end of the sixth day, our island 
cruise had covered some 190 miles, and the San Juans were 
behind us. We had seen but a small part of the vast island 
country. But enough to agree with Captain Vancouver that 
it is a country fit for a king! 


“N1-TO,” A SLOOP WITH A STORY 
(Continued from page 67) 


to hope. She was exceptionally fast for her size and, al- 
though the Germans had stopped all official regattas, she 
proved this in some of the small races we held on the fjord. 

“I also took her for a few weeks’ cruise that summer. I 
fitted a cockpit tent snugly over the boom and around the 
mast forward, and shipped the removable cabin top shown 
in the drawings. Thus she had full sitting headroom in her 
‘cabin.’ The big berth forward was a success. With a width 
of 3’ 6” there was plenty of space for two persons, and as 
the mast was stepped on deck it was easy to get forward 
under it. Anchor, ropes and sleeping bags were stowed in 
the forepeak, and provisions for a few days were stowed 
under the berth. A large bottle holding about two gallons of 
fresh water fitted nicely under the cockpit floor abaft the 
midsection. Every other empty space under the floors was 
filled with beer bottles. Oilskins, a rubber dinghy, charts and 
other things were stored aft in the counter. 


“The cruise was just wonderful. ‘Free, independent and 
without plans’ was our motto, and thus we roamed about the 
coast visiting old friends, making new ones, and exploring is- 
lands and harbors. Vi-To behaved well, and when weran into 
some bad weather on our way home, she got a chance to 
prove her seaworthiness. We left harbor with two other 
boats, one an International, the other a larger boat, in a fresh 
northerly gale to beat towards the Oslofjord. After about an 
hour or so, our two companions gave up and made for shel- 
ter behind some islands, but we carried on. Vi-To took a 
terrific beating plunging into those seas. They swept over 
her from stem to stern and, although I was soaked through 
and cold, we kept going for six hours. We didn’t get far but 
I had learned what I wanted to know—she was sound and 
safe, and easy to handle. As a matter of fact, she took the 
beating better than I. We got a steady following breeze for 
the rest of the cruise up the fjord to Oslo, and by spreading 
the genoa to one side, the main on the other, and lashing the 
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What does Chrysler 
mean to you as 


Q What is Chrysler Superfinish? 


A. 


Q 


e All vital parts—Crankshaft Main Bearing © 


A process of metal finishing that produces sur- 
faces of unbelievable smoothness—to within 
as little as one-millionth of an inch. 


Which Chrysler Marine engine 
parts are Superfinished? 


Journals, Cylinder Bores, Crankshaft Pin Bear- 
ing Journals, Pistons, Piston Pins, Valve Stems, 
Valve Tappet Heads and Stems and Camshaft 
Bearing Journals. 
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ypertinisl 


a marine engine buyer? 


Q Does it reduce wear? 


Yes. The perfect smoothness of all working 


e surfaces permits perfect lubrication, which 





Q 


prevents friction and wear. 


Does it mean quieter, smoother 
operation? 


e Yes—for two reasons. Since there is less wear 


due to perfect lubrication, parts retain their 
original close fit longer; and because of their 
amazingly smooth surfaces, parts may be fitted 
with extremely close tolerances. 
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Q Does Chrysler Superfinish 
mean oil and gas economy? 


Q Does if lower maintenance costs? 


Records prove that it does. Superfinish reduces 
« Wear to a minimum and reduces the need for 


« Definitely. There’s more efficient use of gas . 
frequent adjustments and overhauls. 


and oil due to the reduction of friction and 
the holding of a high compression. 


Q Is Superfinish a Chrysler 
“exclusive” in the marine field? 


As far as we know, Chrysler Marine Engines 

= = etn are the only marine engines which have 
eat Te Superfinished parts. This means greater 
safety, better performance, greater operating 
economy, lower maintenance cost, longer life 
and greater satisfaction in the ownership of 
a boat powered by Chrysler Marine Engines. 


FOR INFORMATION ABOUT THE 
MANY OTHER OUTSTANDING 
FEATURES OF “ACE,” “CROWN” 
OR ‘‘ROYAL”? ENGINES, SEE 
THE CHRYSLER MARINE ENGINE 
DEALER NEAR YOU, OR WRITE US. 


‘ein The Water” 


“Built Tomer 









Genuine Parts and Expert 
Service Wherever You Go— 
Through a Nation-Wide Chrys- 
ler Marine Dealer Organization 


y MARINE ENGINE DIVISION OF CHRYS 








GASOLINE POWERED 
ELECTRIC PLANTS 


300 watts and up. With drip- 
pan bases, vibration-absorp- 
tion mountings. Free from 
gadgets, compact, with 
weight held to a minimum 
consistent with rugged 
strength. An added conve- 
nience: Push-button starting, 
with the control on the steer- 
ing column or bridge. 


DIESEL POWERED 
ELECTRIC PLANTS 


From 2 to 140 kw, AC and 
DC. All are full diesel, com- 
pression ignition, solid in- 
jection type. Unusually 
smooth—ruggedly con- 
structed —compact—easy to 
start. Auxiliary Units custom 
built to your requirements. 





MARINE ENGINES 
The 10 HP Medium Duty 


Falcon (shown) is exception- 
ally smooth. “US” builds 
one-cylinder water - cooled 
Falcons—134 and 7 HP... 
air-cooled Falcons in 134, 414 
and 7 HP. For heavy duty, 
choose the 5 and 10 HP low- 
speed Falcons. 





UNITED STATES MOTORS CORP. 


435 NEBRASKA STREET OSHKOSH, WISCONSIN 
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tiller, sitting on deck I could steer her merely by leaning a 
little to one side or the other. 

“Laying her up in Oslo that autumn, I had to think back 
on all the work done on her, and what I had in return. 
Never has any boat given me so much pleasure, not only all 
the lovely sailing, and the fact that she was all my own 
work down to the smallest detail (except the sails), but 
also the feeling of having created something good. 

“The following spring I got her out early, but didn’t get 
much chance to sail because of the underground work I was 
involved in. By June, Oslo was getting too hot for me and I 
had to escape. Vi-To got an opportunity for a real sail. To- 
gether we dodged the German patrol boats along the coast 
hiding in the skerries in daytime and sailing at night, until 
the night of June 23 when we crossed the Swedish border, 
nse: the German ships behind. In all the excitement I 
got a feeling of crossing the finishing line as the winner of 
a big and important regatta. 

“In Sweden, I had to leave Vi-To behind in charge of a 
customs officer. He sailed her for two seasons and won a lot 
of prizes. The sailing I got from then on was quite different. 
I left Sweden in one of the English PT boats running as a 
blockade breaker to join our forces in England. A little later 
I sailed back to Norway, not in Vi-To but by parachute. 
Quite a hard but interesting time passed by, but as soon as 
the peace came and I got my first leave, I went to Sweden 
where Vi-To and I had our big reunion. She was somewhat 
the worse for wear, but nothing was beyond repair. In a few 
days she was all fixed up again, and with glorious weather 
and most favorable winds, we had the nicest sail back to 
the coast where we belonged—We Two—The Boat and I.” 


BLUE WATER SAILORS 
(Continued from page 58) 


lake and river to Cape Breton, and from there to the Azores 
and Cadiz, Spain. They spent several stormy months in the 
Mediterranean, attaining their objective in Greece. From 
the Canary Islands they made their longest single passage, 
of 51 days to Nassau, in the Bahamas, during which Carls- 
ark carried away her masthead but kept on under a jury 
rig. Then they sailed up the coast to arrive at Weagant's 
home port of Bayside, L.I., in May, 1930. Carlsark had al- 
ready crossed the Atlantic once before this cruise, having 
been built and sailed to this country from Hamburg by four 
Austrians. One of the latter, Hans Plunder, now lives in 
Annapolis, Md., which also happens to be Carlsark’s most 
recent home port. 


(To be continued) 





“Carlsark’s’’ second Atlantic crossing, in 1930, won Carl Wea- 
gant the Blue Water Medal 
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Famous Boat Builder Hails Amazing 


ew Protective Finish 


Hubert Johnson Impressed by Excellent Racing Surface 


“ E HAVE BEEN conducting very extensive experiments with PHENO- 
PLAST, particularly on boats in actual service. We have used it on trim, 

spars, and underbody of racing sail boats with gratifying results. 
“We found that with PHENOPLAST it was possible to get a perfectly 
smooth surface which would remain in good racing condition for long periods. 
PHENOPLAST retained a very hard surface after remaining in the water 


a long time.” 


— HUBERT JOHNSON, Boat Manufacturer, Bay Head, N. J. 








ews: 


0 
Gore e_Varnish 


toR 


You Don’t Have 
Every Year 


New Plastic Brushes on like Varnish, Permanently Protects Spars, 
Decks, Interiors, and all Bright Work — Excellent for Bottoms — 
Lasts for Years without Repainting! 


ARINE PHENOPLAST is 
100% phenolic resin — the 
hardest plastic! It brushes on easily 
just like varnish; dries quickly; 
and gives a BAKED-LIKE, mirror- 
smooth finish that heretofore could 
only be obtained in high-tempera- 
ture ovens. 

The result is an amazingly fast 
racing surface that will last for 
years. Marine PHENOPLAST is 
impervious to salt-water, heat or 
cold, marine growths, gasoline, 
paint-remover, other solvents. It is 


alcohol-proof, acid-proof, and fire 
retardant. It seals wood against 
water absorption. Used as an under- 
coating for paint—it adds greatly to 
the paint’s coverage. 


Saves Work — Saves Money 


Marine PHENOPLAST not only 
saves you the “annual struggle” of 
repainting——it also saves you money 
because one application lasts so long. 
Marine PHENOPLAST covers about 
600 sq. ft. to the gallon. Prices range 
from $2.50 a pint to $12.50 a gallon. 


Marine PHENOPLAST is on sale at: 


Newport Supply Co. 
Newport Beach, Cal. 
Johnson & Joseph Company 
San Francisco 11, Cal. 
Kellogg Marine, Inc. 
Saugatuck, Conn. 

H. P. Norem & Son, Inc. 
Wilmington, Delaware 

Nash Marine Supplies, Inc. 
Washington, D. C. 

Hopkins Marine Supply Co. 
Fort Lauderdale, Florida 
Hopkins-Carter Hardware Co. 
Miami, Florida 

St. Petersburg Shipbuilding Co. 
St. Petersburg, Florida 

Peter J. Seippel Lumber Co. 
Dubuque, Iowa 

City Express, Inc. 

Baltimore, Maryland 
Fawcett Boat Supplies, Inc. 
Eastport, Maryland 

Wynne Shipyard, Inc. 

Wynne, Maryland 

Marine Hardware & Supply Co. 
Boston, Mass. 

Henry H. Smith & Co. 
Detroit, Michigan 

Western Michigan Outboard Sales & 

Service 





Muskegon Heights, Michigan 
Hubert S. Johnson, Boat Mfg. 
Bay Head, New Jersey 
Motocraft 

Elizabeth, New Jersey 


x: FB, Blaisdell, Inc. 
Red Bank, New Jersey 


Benbro Marine Supplies, Inc. 
Brooklyn, N. Y. 

E. J. Willis Company 

New York City, N. Y. 
Connelly Boat Yard 
Patchogue, New York 

A. & R. Marshall 

Port Washington, N. Y. 
Viking Ski Corp. 
Poughquag, New York 
Distin Boat Co., Inc. 
Saranac Lake, New York 
J. W. Randall Boat Co. 
Scotia, New York 

Pierce Marine Corp. 
Youngstown, New York 
Richard L. Flerlage 
Cincinnati 26, Ohio 
Pioneer Chemical Mfg. Co. 
Cleveland, Ohio 

Oregon City Marina Mart 
Oregon City, Oregon 

J. T. O’Connell Co. 
Providence, R. I. 
Hampton Marine Supply Co 
Hampton, Va. 

Paxton Company 
Norfolk, Va. 

Trubilt Marine Co. 
Milwaukee, Wis. 

(Some territories still available to 
interested dealers) 


MAURICE L. CONDON CO., INC. 
(Marine Dist’s.) White Plains, N.Y. 


*Patent Applied For 









Racing sailboat being built 
i by Hubert Johnson. Mir- 
i ror-smooth bottom coated 
with PHENOPLAST. 
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The Permanent MARINE Finish ! 


Phenoplast 


Copyright by Phenoplast Corporation, N. Y. 
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DIRECTION FINDERS 
(Continued from page 55) 


relative bearing obtained by a direction finder must be 
applied to the compass course in order to obtain a magnetic 
bearing, it is equally as important to have a deviation curve 
for the compass as for the direction finder. 

Next step is to insure that. you have the required publi- 
cations. You will need Radio Aids to Navigation, H. O. 205, 
which lists the hundreds. of radiobeacons throughout the 
world, along with their location, frequency, identifying sig- 
nal, range and time of operation, as well as regulations and 
procedure for use. Also listed are the frequencies on which 
time signals are given. Even if you hanker to go to Russia, 
their stations are included. Fortunately, the United States 
is better covered, with approximately 70 stations along the 
Atlantic and Gulf Coasts, and about 30 on the Pacific (not 
including Canada which is also well covered on both the 
Atlantic and Pacific). H.O. 205 is obtainable from any 
branch Hydrographic Office or from marine supply dealers. 
The more than 70 radiobeacons on the Great Lakes, how- 
ever, are not included in H.O. 205 but are listed instead in 
Radio Aids to Navigation, Great Lakes, which is obtainable 
from Hydrographic Offices in that locality. 

Much of the same information is presented in more readily 
usable form on three charts: Loran and Radio Beacon Sys- 
tems, Atlantic Coast; Loran and Radiobeacon Systems, Pa- 
cific Coast and Islands, and Radiobeacon Systems, Great 
Lakes (reproduced on pages 54-55). The appropriate one of 
these can be mounted on a bulkhead next to your set and 
from it can be gained the desired information. They may 
be obtained from the Coast Guard or from the Superinten- 
dent of Lighthouses in the principal ports of the United 
States. 

The standard light lists also include radiobeacon stations. 

A glance at these charts and lists of stations reveals that 
anywhere in United States waters even a small set can get 
at least one and often three or more radio bearings to obtain 
a fix. The range of the stations varies from 10 to 200 miles, 
but in practice even the small sets can often pick them up at 
considerably longer distances. 

When ready to operate your set, look up the beacons in 
your area, note their range, frequency and time of operation 
(they usually operate continuously in low visibility). Then 
decide which ones you will use for a fix. If you have a radio 
telephone, make sure that it is not in use and that its trans- 
mitter antenna is in the open position. Turn on your direc- 
tion finder, tune carefully to the frequency of the station you 
are using and adjust volume low enough to remove static. 
Wearing headphones is strongly recommended. Next, either 
set the azimuth dial on top of your set to 0° or to the 
magnetic course your yacht is steering. The former method 
will give relative bearings which must be added to the ship’s 
course at the moment the bearing is taken to get the mag- 
netic bearing. The latter method permits getting magnetic 
bearings direct from the set, providing your yacht is actually 
on the course set on the dial. Both methods have their 
devotees but it seems to me that setting the dial on 0° and 
getting only relative bearings is preferable, even though it 
involves another step. In fact, some sets come with their 
azimuth dial locked permanently in this position. If a helms- 
man is given a course to steady on, he is apt to oversteer 
and the direction finder operator will have trouble getting a 
bearing at the instant the helmsman calls “Mark,” indicat- 
ing that he is on the course. This system can work, but the 
following procedure is recommended: 

1. The direction finder operator sets the azimuth dial 
to 0°. 

2. He tunes to a station and adjusts volume low. 

3. Next he swings the loop quickly on both sides of the 
null, gaining an approximate bearing and adjusting volume 
so his null is 10° or less in width. 

4, He then continues to swing the loop quickly on both 
sides of the null, continually lessening the amount of the 
swing. He now has a fairly accurate bearing. 
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This African antelope depends on its speed to 
elude its enemies; can sprint at better than a mile 
a minute. The hartebeest easily outdistances even 
the greyhound. 





When fire strikes, every second counts. The speed of 
your fire extinguisher may mean the difference between 
a small blaze and a huge loss in life and property. 
The exclusive patented Safety Phlare and Panic Proof 
handle found only on Quick Aid Extinguishers enable 
you to fight fire fast and fight it effectively. Quick Aid 
Vaporizing Liquid Extinguisher (shown at right) is 
widely recognized as America’s great utility fire 
extinguisher, and is Underwriters’ Approved for office, 
factory, home, store, farm, car, truck, boat, or plane. 
Recommended for gasoline, oil, paint, electrical, and 
similar fires. Available in 1 and 1% qt. sizes. Look in 
the classified section of your telephone book for the 
Quick Aid trade mark, or write direct for the name of 
your nearest dealer. 


THE GENERAL DETROIT CORP. 


DETROIT 7, MICHIGAN 
NEW YORK e ATLANTA e CHICAGO e DALLAS 
Subsidiaries: 
THE GENERAL PACIFIC CORP. 
LOS ANGELES e SAN FRANCISCO e SEATTLE 
THE GENERAL DETROIT CORP., CANADA, LTD. 
WINDSOR e MONTREAL e TORONTO e WINNIPEG 
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PLUMMER — FIRST In Yacht 
China, Glass, Linen, Silver, Etc. 


Plummer has outfitted many of the finest yachts with china, 
crystal, silver, linen, lamps, etc., over many years. Our “Yacht 
Department” is large, complete, and under the supervision of a 
manager experienced in catering to yachtsmen. He will co- 
operate closely in working out designs, colors, and flags in our 
studio to fit individual needs. We keep a record of your orders 
and are able to furnish replacements at any time. 


We use specially made fine English Ware, ideal for yacht service. 
Our American crystal is perfect for shipboard use. Linens, blan- 
kets, etc. combine beauty with serviceability. We are always glad 
to furnish estimates covering requirements, on request. 


Send for our special YACHT BOOK, full of actual photographs 
of yacht china, glass, silver, linens, leather, lamps, stationery, 


smoking and bar accessories, etc., also typical decorative motifs 
of flags, anchors, compasses, wheels, etc. 
bring it to you. 


The coupon below will 





PLUMMER, LTD. 


Dept. 7, 734 Fifth Avenue, New York 22, N. Y. 
Please send me your Yachting Brochure. 


MND Pirealoveh sy ahi aura cavcehie ressuseckeekseeee : 
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5. Next he waits until he feels that the yacht is quite 
steady on her course and calls “Standby” to the helmsman. 

6. Then he gets an accurate bearing by making short, 
quick swings across the narrow null to determine its mid- 
point, and calls “Mark” when he has got it. 

7. The helmsman notes the course he was steering at the 
exact instant he heard “Mark,” and informs the navigator. 

8. The navigator then writes down the compass course 
and applies the compass deviation to get the magnetic 
course the yacht was steering. 

9. Then he writes down the relative bearing obtained on 
his direction finder and to it applies the deviation of his 
set to get a true relative bearing. 

10. This corrected relative bearing is then added to the 
magnetic course the yacht was steering. The resulting figure 
is the magnetic bearing of the radiobeacon. 

11. This bearing is then plotted on the chart and gives a 
line of position on which the yacht must be. 

12. The above procedure is then repeated on two other 
stations and the three bearings are plotted to obtain a fix. 
In practice it is often preferable to take all the bearings 
one right after another in order to be sure to get them all 
during the period of transmission (stations usually operate 
in groups of three). Compass courses and relative bearings 
of all three are jotted down as taken and corrected and 
plotted later. 

Using the above procedure, accuracy to within 2° may 
be obtained and frequently greater accuracy is possible. 

The bearings received, however, are great circles and, 
therefore, unless first corrected would be in error when plot- 
ted on a Mercator chart. Actually, bearings of beacons 50 
miles or less away have such a slight error that it may be 
ignored. Over 50 miles, bearings must be corrected before 
plotting by using a Radio Bearing Conversion Table in- 
cluded in H.O. 205. It is simple to do and full explanations 
accompany the table. Some yachtsmen never use it, but 
unless you do errors up to 3° may result when plotting 
bearings on beacons more than 50 miles distant. 

That’s all there is to taking and plotting bearings, but to 
insure good results, knowledge of common errors will prove 
useful. Bearings taken at night are apt to be less accurate 
than those during daytime, though the difference is not 
marked. Gordon White reports that he has experienced 
greater errors around sunrise and sunset and recommends 
that these times be avoided when possible or that bearings 
received then be treated with suspicion. During thunder- 
storms and whenever there is an aurora borealis, still greater 
errors are to be expected. Also, bearings taken over land or 
parallel and close to shore are not to be trusted implicitly. 
Unless you have a sense antenna, when you take a bearing 
of a lightship or island, keep in mind the possibility that 
you are on the opposite side of the beacon from where you 
thought you were. Inaccurate tuning may also cause errors. 

Another possible cause of error is an extreme angle of 
heel of your yacht at the time the bearing is taken. We know 
of one set which can be mounted on a bracket and kept 
upright even when the yacht has her rail down. If you have 
a sailboat, by easing her along while bearings are being 
taken, much the same can be achieved. 

On the whole, however, you will have little trouble taking 
bearings accurate to within 2°. Positively the best way to 
gain confidence in your set and also to learn how much it 
can be relied on is to take practice bearings and fixes when 
you know where you are. You will soon be able to plug any 
loopholes in your operating technique and when you really 
need a fix you will be able to get it. 

In thick weather it is often possible to get the distance 
as well as the bearing of a nearby radiobeacon. Certain 
beacons transmit synchronized sound and radio signals. A 
navigator within hearing of the sound blast may. determine 
his distance from the station by counting the number of 








seconds elapsing between hearing the radio signal and the 
sound signal. The elapsed interval in seconds is then divided 
by 5.5 to obtain the distance in nautical miles. The proce- 
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BOW 
OF 
THE 
DHOW 








DYER DHOWS, whose patented shape was war proven best on 
open oceans all over the world, are now available in three sizes. 


7' 9" A beautiful come-aboard-with-one-hand tender. More 
and more fine yachts are sporting our 7’ 9 Midgets. Or haven’t 
you noticed? 


9 FOOTER No other boat her size can equal this grand little 
ship, famous for super performance. Most popular for Junior 
Racing. 

122" More colleges use her than any other design. Mid- 
Western Intercollegiate Sailing Association chose this superb 
craft as Standard, for their member colleges. 


DYER DHOWS, super sea boats all, row, tow, sail and out- 
board like the Thorobreds they are. 
























fae ANCHORAGE - INC 


WARREN RHODE ISLAND 


Birthplace of thousands of Dyer Dinks and Dyer Dhows 
7'9 to 26’—Sail, row, power and Auxiliary models 


LIGHTNESS 


AN UNEQUALLED 














FEATURE 


Every time you handle the 
Flambeau — you'll renew 
your appreciation of its 
light weight and compact- 
ness. Far lighter, the Flam- 
beau 5 h.p. weighs only 32 
pounds. Some outboards *‘ 
weigh as much as 50% 
more. Check these features 
and you'll agree with the 
thousands of enthusiastic 
Flambeau owners that a 
Flambeau Outboard Motor 
has the features you've al- 
ways wanted. Write today 


= for the amazing story 


of the new Flambeau. 
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ORPORATION 
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Dom aukee 12, Wisconsin 
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dure is more fully explained in H.O. 205. Ships have been 
known to home so accurately on the beacon that a collision 
with the transmitting lightship has resulted. This couldn't 
have happened if the distance finding system had been used. 

All in all, you will find a radio direction finder a useful 
piece of equipment and after you've used it you may wonder 
how you got along without it. It’s more than a satisfaction 
to know where you are. It may be the means of winning a 
race, saving time on a cruise, getting into port in a pea soup 
fog and some day it might keep you and your boat off the 


rocks. 


DISTANCE RACING, SOUTHERN STYLE 
(Continued from page 48) 


Rigolets you almost always get a breeze out of the south or 
southeast. As a result, it is light sail work all the way down 
the Sound and this often gets someone into trouble. 

One year the finish was at Gulfport, but the course was 
to Belle Fontaine lighted buoy beyond Biloxi, then back to 
Gulfport. With a leading breeze and ballooners set, the fleet 
went through Marianne and down the Sound. The breeze 
kept letting the boats up and up and some of the skippers 
apparently never realized how much to the south that they 
had gone. Across Gulfport ship channel they went, and then 
started looking for a flashing white light. Finally, they found 
it, a little to the south, but the characteristics checked, didn’t 
they? So they went for it, hammer and tongs. That was a bad 
mistake, for what they saw was Dog Keys buoy, in the pass 
between Ship and Horn Islands. Six boats went aground in 
ten minutes’ time and that part of the Sound looked like a 
Carnival parade, there were so many flares burning. The Sis, 
a 21-footer, hit on the last sand lump short of the open Gulf. 
She was literally in the breakers. It was long after daybreak 
before the last boat kedged off. Gulfport Harbor was the 
scene of some interesting explanations that afternoon. One 
navigator contended that his radio had thrown his compass 
off. Another blamed it on the tide. And one honest soul 
even admitted that he hadn’t known where the hell he was. 
But to many a skipper, “Dog Keys” are still fighting words. 

Some years the boats go direct to Gulfport and some 
years via Belle Fontaine buoy. When the race ends at Biloxi, 
the course is sometimes straight in and sometimes around 
the buoy to the west of Round Island. In any event, the 
Stars take the shortest route in; 10 or 12 hours in the cockpit 
of a Star boat is enough for anyone. 

When sailing direct to Biloxi or Gulfport the race almost 
always ends before daybreak. Sailing around either of the 
buoys mentioned above usually makes a beat back and the 
race is lengthened four to six hours. It is remarkable how 
close the finishes often are in these races. In the race to the 
Pass this spring, four L-16s stayed within 200 yards of each 
other from Point Clear to the finish off Henderson Point. 
Only 13 seconds separated the first two boats. In the Gulf 
One-Design Race ending at the Pass, 29 seconds was the 
margin of victory. Racing into Biloxi last year, less than a 
minute separated the first two cutters. Often the race has 
been decided in the close work coming in Biloxi or Gulfport 
channel. 

For many years the race ended at Point Clear in Mobile 
Bay. That was really a grind. Down they went, between 
Round and Horn Islands, for Grant’s Pass or Pass aux 
Herons. They tell of one slow trip when the fleet reached the 
east end of the Sound after dark. One of the boats picked 
up the white light off Isle aux Herbes and the tiller was 
turned over to a tyro with instructions to steer for the light. 
With that, the rest of the crew stretched out for a snooze. 
Some time later they were awakened with a jolt—hard 
aground. The helmsman had taken his eye off the beacon 
light and transferred his attention to the stern light of a 
lugger running into Bayou LaBatre. He later remarked that 
he had noticed that they weren’t getting much nearer that 


_ light. 
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for a Marine Engine Oil 


If you want to protect your boat’s engine with a marine 
engine oil instead of a rebranded motor oil... make it 
Esso Marine Oil. It’s made from a paraffin base stock 
that’s specially suited to marine use! And it’s solvent 
refined to reduce carbon in marine engines! 

At low temperatures Esso Marine Oil stays fluid— 





it keeps body when engine is hot—and it fights carbon 
deposits that usually form when marine engines op- 
erate for long periods at high temperatures. 

So remember, to protect that engine with a marine 
engine oil instead of just a rebranded motor oil... 
make it Esso Marine. 


Make if Essol”. 












FOR YOUR NEEDS IN PORT 


Let your Esso Marine Dealer help you fill 
whatever your cruising needs may be—from 
free Cruising Guides and safe-berthing in 
formation, to ice, transportation to town, 
telephone...and especially for a great line 
of high-quality marine accessories. For a 


friend in port, wherever you tie up... Make 
it Esso! 








You can depend on 





MARINE PRODUCTS 


SOLD IN THE 18 STATES INDICATED 


— 
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se WOW! Give your pool 
4a dpankling “tile-Like tinialo! 


@ Make your pool a delightful place to swim, with 

clean tile-like surfaces that never powder, flake 
' or dull—surfaces pleasant to the touch, 
satin-smooth to walk upon. You can, with 
RAMUC-—the gleaming waterproof enamel for 
concrete pools. Twelve pleasing shades. Applies 
easily, cleans easily—yet holds its color for years! 


Make Water Sparkle, Too! 
Eliminate unsightly algae (minute water plants) 
in pool water with EXALGAE, a marvelous new 
© liquid that clears away algae and prevents further 
growth. Will not stain pool finish... harmless to skin and eyes. For more 
information on pool upkeep—write for “Swimming Pool Handbook.” 


Enclose 10¢ (to cover handling). Ramuc—Exalgae, Registered Trademarks 







i 19 South Park, Dept. 4 
£86 Frelinghuysen Avenue INERTOL CO., Ine. San Francisco 7, Calif. 











the K-W 
TRACKER 


the best little RDF ever! 
COMPLETE WITH 2-BANDS 
BEACON AND BROADCAST 
SELECTIVE — RUGGED 
IDEAL FOR ANY 
BOAT OWNER 


$180 plus tax 


Write for Circular 


KELVIN - WHITE CO. 


Boston - ---+--+2 6 90 State St. 
New York -----=- = 38 Water St. 
Baltimore - - - - - - 406 W St. 


ater 
Long Beach, Cal. - 4645 Faculty Ave. 

















SAFE = Uses Non-Explosive Diesel Fuel 


Heat Exchanger Cooled = =— So 
onty 28%2" High 


DIESEL 
Auxiliary 


Propulsion Engines from 5.4 to 100 H.P. Write for complete information 
SHEPPARD DIESELS, HANOVER 22, PA. 








Here's the DINGHY you've always wanted 


Designed by Phil Rhodes, 
built by Grumman. 

814 ft. overall, it carries six 
adults safely, yet weighs 

| but 68 Ibs. Can’t soak up 
weight, nor dry out and leak. 
Factory-anodizing and 
painting prevent salt-water 
corrosion. Centerboard 

{ trunk and sailing rig 
optional at extra cost. Free, 





Grumman Aircraft Engineering Corp. 
Metal Boat Division 








! 
| Bethpage, L. I., New York Dept. Y-4 illustrated folder gives full 
| Send free folder on Grumman Aluminum Dinghy. dimensions, specifications. 
| —————————— 
| | GRUMMAN 
Address— e = 
ieee | ALUMINUM 
City. St 
le ae san bos one “= I DINGHY 
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The gap between Dauphin Island and the mainland is 
almost filled with oyster reefs. There is water in the passes, 
but you can practically walk the rest of the way. Pass aux 
Herons has now been dredged and is (too) well marked. 
Grant’s Pass is less traveled and more to the sailor’s liking. 
But you have to stay in the groove. The run up Mobile Bay 
is always interesting, with its promise of a bath, hot food, 
and a soft bed at the end. Once or twice even the Stars made 
this grind, probably the longest race on the books for them. 

After a week or two on the coast, the fleet starts for West 
End at 11:00 or 12:00 p.m. Saturday. Race Week usually 
ends up with a shrimp, crab, and beer party at Pass Chris- 
tian. Pretty near everyone is “well organized” by that time 
and, the Pass Christian channel to the west being rather 
narrow, the reef is sometimes littered with boats aground. 

Then, too, there are the victims of “one last beer.” The 
1947 race home was started at 11:00 p.m. on the dot. Four 
boats were at the line. The other 12 (there are never as 
many going home as came over) straggled out, hailing the 
Committee boat with “What was that gun?” “When do we 
start?” “Where’s everyone else?” Daybreak in the Rigolets 
finds many a repentant sinner. 

One year, on the way back, a squall caught the fleet at 
Grassy Island. One of the Stars ripped her main, anchored, 
and lit a flare to summon help. When the patrol boat showed 
up, there he was, anchored stern first. The anchor cable had 
fouled on his keel and she wouldn’t lay any way but stern to. 
The seas were breaking on his flat stern and blowing right 
into the cockpit. And his can and sponge were gone— 
nothing but his sou’wester left to bail with. 

The old patrol boat was double-ended and round-bot- 
tomed and she rolled like a drunken sailor with a gal on 
each arm. As she rounded up to the rescue, she went into a 
trough and the bilgewater rolled up to the cabin ports. 
When the committee called for Ike to lend a hand (Ike was 
one of the club waiters who was along as steward) he was 
discovered on his knees on the cabin sole, his arm around a 
stanchion, praying for his life. 

One year we started back to West End from Biloxi at 3:00 
p-m. Saturday. In a last minute pleasure sail the Quakeress 
broke a spreader. Half the crew went ashore to get food and 
water for the trip, half stayed on board to make good the 
damage. We got under way just as the prep gun was fired 
and beat out Biloxi channel to the fourth beacon, set light 
sails and then relaxed a little. The temperature and the exer- 
tion called for some water but, to our horror, there was no 
water aboard. It was sitting on the yacht club wharf, four 
jugs of it, nicely iced, forgotten in the hurry of getting under 
way. Food? Yes, bread, corned beef, Vienna sausage, two 
kinds of cheese, and pickles. Drink? Yes, a case of beer and a 
case of cokes iced down in an oak keg. But no water! 

“This won't be so bad,” we said. “We'll drink the beer and 
cokes and then drink the water out of the keg.” So we 
drank the beer and cokes, but next morning, becalmed off 
Pearl River, we discovered that beer labels do not add to 
the palatability of drinking water. We could strain the 
paper out, but—ugh! That glue! 

We lined up the trophies we had won in the sun and 
melted what little ice was left in them. We drifted through 
the Rigolets and into Lake Pontchartrain, eating corned 
beef and cheese sandwiches. Finally a breeze sprang up and 
at 8:30 p.m. we crossed the finish line at West End. By that 
time food and drink were our only thought. We put the 
boat in her slip in the Pen, threw the gear in the boathouse, 
and headed for the club. Big George, the headwaiter, 
brought us six glasses of beautiful, clear, cold water apiece 
and then asked for our orders. “Six big sirloin steaks and lots 
of French fried potatoes.” Off he went to the kitchen, only 
to return with the news that the cook had left at 9:00 p.m. 
Therefore no steaks. Well, what could we get? 

“Well, boss, I could fix you all a nice ham and cheese 
sandwich apiece!” 


George is still wondering why the skipper threw a glass 
at him. 
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Use of keyway fillets 
plus correct installation 
can double the life 

of any shaft 


If your propeller shaft is made of 
Monel*...the tough, stronger -than- 
steel, rustproof Seagoin’* metal... 
you can expect excellent shaft service, 
probably for the life of your boat. 


But here’s a way to increase the life 
and raise the safety factor of amy shaft: 


Use fillets (rounded corners) instead 
of square corners at the root of the 
keyway. 

Exhaustive fatigue tests, made on 
Monel shafting by INCO, have shown 
that this simple expedient actually 
doubles shaft strength at the keyway 
... which is the weakest point in any 
propeller shaft. Filleted keyways are 
required by American Bureau of Ship- 
ping standards for ocean going cargo 
vessel shafts. The U. S. Navy employs 
filleted keyways for tailshafts, too. 


When installing a shaft, close atten- 
tion paid to the following four points 
will pay dividends in safer cruising 
and a smoother-running boat. 


1 Make sure that the propeller hub taper fits 
evenly over the whole surface of shaft 
taper. Looseness here will result in propeller 


rocking and possible damage to shaft orkey. 


2 Keep overhang between bearing and pro- 


THE INTERNATIONAL NICKEL COMPANY, INC. 


°7 Wall Street, New York 5, N. Y. 


peller as short as possible. It should not be 
more than once the shaft diameter. The less 
overhang, the less chance for whip, vibra- 
tion, and shaft fatigue. 


3 Be sure bearings are correctly aligned. 
Never spring the shaft to accommodate out- 
of-line bearings and stuffing box. Grief is 
sure to resu:t! 


4 the shape, alignment, and size of the key- 
way must be correct. A slip-up here can 
mean the difference between disappoint- 


ment and years of trouble-free service. 


If you want full details about the 
proper size keyway and fillet, as well 
as other facts of successful shaft ma- 
chining and alignment, write for your 
copy of: “How to Get the Most from 
Your New MONEL Shaft.” This book- 
let explains fully the best methods to 
get the utmost in strength and service 
out of tail shafts. 











FOCAL. POINTS 
FOR STRESSES 


ae 








SECTION OF SHAFT TAPER WITH 
SQUARE CORNERED KEYWAY. 


FILLETED CORNERS 
ELIMINATE FOCAL POINTS 


TS 
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SECTION OF SHAFT TAPER WITH 
IMPROVED KEYWAY. NOTE. FILLETED 
CORNERS OF GENEROUS RADIUS, 


Suggested Radii for Filleted Keyways* 


Approx. Keyway fillet 
shaft diameter radius 
34" to 1g" incl 1/32” 

14" to 2” — incl 1/16” 
24" to 3” incl 3/32” 
314" to 4” incl 1/8” 

V2" 5/32" 
5" = to 51/2" incl 3/16” 
6" = to 6/2” incl 7/32" 
7” to8” = ined 1/4” 


*For other dimensions, see S.A.E. standards 
for marine propeller shaft ends and hubs. 








EMBLEM , OF SERVICE 


A 
Moa, VE, *t.,. It’s the SEAGOIN’* metal” 


“Reg. U.S. Pat. Off, 








with ) 
PLASTIC WOO 
AbEF > om 
For Permanent Repairs... Coe 










yse Plastic Wood the weather and 
water resistant material that is ideal 
for replacing rotted wood and filling 
old screw or nail holes. Plastic Wood is 
ready to use... handles like putty... 
hardens into wood. Can be sanded, 
carved, drilled or nailed. 
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BASS FISHERMAN 


Especially developed for us by 
Geerd N. Hendel for striped 
bass fishing this boat is highly 
maneuverable for casting around 
rocks and surf. Several ocean 
trips of over 200 miles have 
proven her unusually able at 
high speeds (17 knots) in rough 
water. 22’x7’9’x1'10", 100 hp. 





We would like to discuss your new boat with you, or in conference 
with you and your Naval Architect. 





SHIPBUILDING 
COMPANY, INC. 
Camden, Maine, Phone 3024 











ITY ISLAND 64, N.Y. # CITY 
Exclusive Manufacturer Willis Patented Spinnaker 
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OVERHAULING THE ENGINE 
(Continued from page 38) 


Lines: Check all visible lines for signs of leaks, abrasion or 
loose connections. 

Oil Pressure Relief Valve: Check oil pressure about one 
hour after fresh oil has been put in engine. If pressure is 
not according to specifications, check to see if there is some- 
thing amiss which causes the incorrect pressure. If con- 
vinced that all is well otherwise, reset relief valve to bring 


pressure to proper limits, in accordance with engine build- 
ers recommendations. 


Coo.inc: 

Heat Exchanger: This is supposed to have been drained and 
filled with anti-freeze. Just for curiosity, check to see if 
there is any anti-freeze left in it. If not, look for cracks. 
Jackets: We've been running in clean water, but we seem 
to recall going aground last season, so pull all cover plates 
and clean out jackets. 

Lines and Valves: Flush out with clear water. Replace all 
drain plugs in lines and housings. Check external items for 
signs of leaks or abrasion. 

Scoop: Check scoop to be sure that it is clear and that the 
strainer is not bent so as to reduce input of water. 


| CLUTCH AND REVERSE GEAR: 


This was doing very well in neutral and forward speeds, 
showing no tendency to drag or slip. However, reverse was 
becoming a bit “soft.” Adjust reverse according to instruc- 
tions of manufacturer. Leave this job until after the fresh 
oil has had a chance to circulate. 


CONTROLS: 

Check all controls for freedom of movement, movement to 
full limits, undue lost motion, and signs of wear or looseness. 
Replace anything needing it. Be sure that clutch control 


does not bear against clutch operating arm in forward 
position. 


INSTRUMENTS: 

Watch all instruments for proper functioning from the time 
the engine is first started. If any instrument shows an ab- 
normal reading, shut down and search for the cause. In 
general, try a substitute instrument before undertaking ex- 
tensive power plant jobs in search of the trouble. 


LAUNCHING: 

Plan to launch the boat at least 24 hours before you will be 
ready for your first run. The shaft coupling at the engine 
was not disconnected as it should have been before hauling 
last fall, so disconnect it before launching. After the boat 
has floated for at least a day, check the alignment of the 
coupling halves by the familiar feeler gauge method. If 
you find more than a .003” variation in clearance around 
the circumference, realign the engine. While the boat is 
lying in the water soaking up and taking its buoyant shape: 
(1) Pull out all spark plugs. (2) Pour about half a cup of 
lube oil into each cylinder to replace what has drained off 
the walls during the winter. (3) With the plugs out, turn 
the engine over with the starter to smear the oil over the 
cylinder walls. (4) Continue to turn the engine over until 
you are sure that fuel has been pumped to the carburetors. 
(5) Replace the spark plugs. 


STARTING: 

(1) Start the engine in the usual manner. If it does not 
kick off after two or three tries, check to locate the reason. 
Do not burn up the starter or run down the batteries. 

(2) As soon as the engine starts, set the throttle at a fast 
idle and note all instrument readings, paying particular at- 
tention to proper circulation of cooling water. If water does 
not start to circulate within a minute, shut down at once 
and prime. 
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ow, hear this ! 


| Thank you, Commander. Yachtsmen everywhere agree that cruising’s an extreme 
CM pleasure with a General Motors 2-cycle Diesel—the engine that delivers power 

with every downstroke! GM Diesels pack more power in less space — start 
Ree instantly at the touch of a button—run smoothly at all speeds—maneuver easily — 


cut maintenance costs. Find out how much more GM Series 71 Diesels have to 
POWER ek : 
| offer. See your nearest distributor or drop us a line. 


GENERAL MOTORS 














DETROIT DIESEL ENGINE DIVISION 


SINGLE ENGINES | Up to 200 HP. DETROIT 28, MICHIGAN MULTIPLE UNITS .. Up to 800 #1.P. 


GENERAL MOTORS 


DIESEL BRAWN WITHOUT THE BULK 
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WORLD'S BEST BUYS 
IN MARINE ENGINES 


All New Models e Great Values 
PROMPT DELIVERIES 


Built and backed by the world’s 
largest and best known manufacturer 
rob Mmiitclalsl-Mm laclelilag 


For top economy, buy this 60 h.p.,132 cu. in. Model “B”. 
Mechanical perfection for dependability and smooth 
performance. Reduction drive available. 


New 95 h.p., 229 cu. in. marine engine—fast and a fuel 
miser. Offered with reduction drives and opposite rota- 
tion. Also 105, 130, 131, 145, 158 and 160 h.p. engines. 


“After driving my own plane, motor cars, 
and boats, I feel that | am a good judge of 
engines,” writes John Wrather, oil operator 
of Longview, Texas. “I want to say that 
Chris-Craft Marine Engines are tops. My 
airplane pilot and | recently drove a boat, 
with twin Chris-Craft engines, from Norfo: 
to Miami at 2700 revolutions and averaged 
better than 23 knots an hour. No strain 
whatsoever on motors, plenty of reserve 
power, and never once did they go off the 
peg of 100 degrees. We used practically no oil. That’s the 
kind of performance | like.” 


YACHTSMEN! Buy the best for less—buy Chris-Craft 
Marine Engines. A complete line. Reduction drives ... 
opposite rotation... also high speed engines for light, 
fast hulls. Ask your Marine Dealer, Boat Yard or Boat 
Builder for prices and data. These world-famous engines 
will do a better job for you. 


Chris-Craft 


MARINE ENGINE DIV., ALGONAC, MICH., U.S.A. 


John Wrather 
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(3) If everything is in order, put the engine under load, 
picking up speed gradually and slowly. 

(4) Bring temperature up to normal operating ranges and 
— to your mooring or dock. Set throttle at a fast idle 
and: 

(a) Slowly pour about a pint of good upper cylinder lube 
into each carburetor air intake. This will cause a dense 
smoke from the exhaust, but don’t let this worry you. Maybe 
your friends will think you have installed Jato. Pour as fast 
as you can without stalling the engine. When all the upper 
lube has been poured through, shut off the engine and 
allow it to rest for half an hour. 


(b) Restart the engine and proceed under load, warming 
up in the usual manner. Bring the engine to full throttle, 
constantly checking all instruments and listening for any 
unusual noises. The upper lube treatment may cause rough 
running at first, but the engine should smooth out. If it 
remains rough for more than a minute or so, check for 


fouled spark plugs. 


(5) At the proper time, change lube oil as previously de- 
scribed. 


Now, if any of you are using a diesel, instead of a gaso- 
line engine, you can skip the sections on distributor, coil, 
high tension wiring, spark plugs and carburetor. Instead, 
consider: 


INJECTORS: 


These should have been removed at lay-up time. If they 
were not, take them to the nearest reliable injector repair 
shop for cleaning and checking. When you get them back, 
install them carefully, paying particular attention to clean- 
liness. 


FuEL Pump: 


Some diesels have a separate fuel pump that serves to dis- 
tribute the fuel for injection. This too should have been 
removed in the Fall. If it was not, pull it off and have it 
checked, cleaned and calibrated by a good shop. 


FITTING OUT 
(Continued from page 36) 


what is necessary in that department. Halyards can usually 
be turned end for end—once. And do scrutinize all of your 
splices! If your sails weren’t repaired last autumn, don't 
wait another day to have this job done. This is the sailmaker’s 
busiest period, too. 

By this time you may feel that you are getting to the end 
of your list. But not yet, for there are still a score of really 
important items to check off. What about the following? 
Give your rudder as hard a wiggle as you did your pro- 
peller shaft. How are the struts, or the gudgeons and the 
pintles? Examine carefully the straps and connections of all 
tanks, fuel and water lines. If you do not feel you are 
capable of examining your wiring (and especially switches 
and connections), have a professional do it for you. By the 
way, how are your hull vents? Don’t leave an overhaul of 
the head until you are afloat. And when did it last have new 
leathers? As to the galley: scour, not wash, the ice box 
before you paint it. And, if you have never had the burners 
of your alcohol stove cleaned, do it this spring. You will be 
amazed what a difference it makes. Don’t guess about your 
fire extinguishers. Have them checked by your dealer or a 
local extinguisher maintenance organization. Will your life 
vests, jackets or cushions pass inspection? Don’t forget new 
charts; wicks (and chimneys) for your lamps, and have you 
an extra pair of rowlocks for the dinghy? Are your gas tank 
vents clear? What shape are your navigational lights really 


_ in? Don’t leave conditioning the dinghy until after you are 


overboard. If you do, shell get a rush job, and look it. 
Check your anchor and docking lines (unlay a few strands 
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On a 


— 


On a slow or fast boat to China, or far-away places 

. . around your lake, river or the seacoast near 
your home port, a Valsparred boat is one well 
finished. 

Pictured above is the Tyche, Commodore A. P. 
Barberi’s smart 42-foot cruiser, finished—every inch 
of her—with Valspar. 

Her decks are finished with cool, eye-pleasing 
Brielle Buff, one of the ten shades of Valspar Deck 
Paint. Hull is protected by Valspar Yacht White, 
the bottom by Valspar Bronze. She also tests 
Valspar Marine Spar, a heavy varnish for ex- 
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VALENTINE & COMPANY, INC., 11 





A full line of specially formulated marine finishes 
EAST 36TH STREET, 
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Valsparred Boat to China 





terior marine work and Valspar Malabar Spar, 
one of the latest developments of the Valspar 
Laboratories, a bakelite type, quick-drying 
varnish. 

Valspar Marine Finishes have been tested in 
the waters of the world, waters that were imported 
in many cases, so that our finishes could be tested 
for all requirements. So if you are sailing a slow 
boat to China, a speed boat on Lake Michigan— 
along the Atlantic or Pacific coast, or to a far-away 
place—Valspar will give you many “oh’s” and 
‘‘ah’s” of satisfaction. 





NEW YORK 16, N. Y. 





WAND IW 
git I; Ltr " 


Yacht, Marine, Fire, 
personal property 
insurance. 
Non-assessable, 
profit-participating. 
Sold through agents 
and brokers. 


z 


ATLANTIC 
Milul INSURANCE Gonpany 


FORTY-NINE WALL STREET ¢ NEW YORK 5, N.Y. © 


Houston 
Pittsburgh 


Baltimore - Boston + Chicago + Cleveland - Detroit + 
Los Angeles - Newark - New Haven - Philadelphia - 
San Francisco + Seattle - Syracuse 





hout 
white non-marking rubber throug 








WESTERN 26 FT. DELUXE 


SPORT CRUISER 


-SUPERB... 
_ Is the Word 


ae SEND FOR FOLDER 
WESTERN BOAT BUILDING CO. * 


FAIRLINER DIVISION 
Plants at Tidewater * Tacoma 2, Washington 
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to be certain). And did you replace those bumpers you 
lost? Not that you will need it, but—have you enough in- 
surance? Don’t forget those plugs before you launch! 


REFERENCE MATERIAL: Helpful Articles Which Have Ap- 
peared in YACHTING: 
Look Her Over Carefully, by Rufus G. Smith, April, 1940. 
Spring Is the Time to Prepare, by Frederic M. Gardiner, 
April, 1940. 
Tuning Up Your Marine Engine, by Conrad Miller, Janu- 
ary, 1941. 
Trouble Shooting On Marine Engines, by Conrad Miller, 
March, 1941. 
A Ship’s Never Finished Until She’s Sunk, April, 1941. 
Fitting Out—1942 Style, by Rufus G. Smith, April, 1942. 
Time to Paint Her Up, by Charles Fisk, April, 1942. 
Keep ‘Em Running, by Tom McCahill, April, 1942. 
Springtime Tune-Up, by H. Austin Murray, April and 
May, 1943. 
Getting Her Ready, by Frederick Gade, April, 1945. 
Make All Preparations for Sea, by William H. Taylor, 
April, 1946. 
Marine Engine Operation, by Edward C. Parker, January, 
February. and March, 1947 
Fitting Out Guide and Check Off List, April, 1947. 
Painting Pays Dividends, by E. C. Freystadt, April, 1948. 
Spring Cleaning For Your Engine, W. M. Crook, May, 
1948. 
Maintenance, Too, Can Cost Less, by W. H. Taylor, 
March, 1949. 
A list of informative “going into commission” pamphlets 
appears ‘on page 63 of this issue. 


UNDER THE LEE OF THE LONGBOAT 
(Continued from page 30) 


in races conducted by the Lee Rail Vikings, the idea being 
that if the PTs patrolled the course their exhausts could be 
judiciously used to give our members a needed draft of 
air or to ignite the sails of our rivals. I have taken the 
matter up with our commodore who declares himself op- 
posed to the notion. Too spectacular, says he. What we 
are now working on is a general plan for developing bad 
racing manners among our Little Tots. When the Kiddies 
go away from home for a series of races they are encour- 
aged to leave borrowed boats in filthy condition at the end 
of each day’s racing. We show them how to fray halyards 
and weaken sail battens nearly to the breaking point—just 
those little things that will probably disable a competitor in 
the next race. Our Juniors, bless their little hearts, are also 
taught the efficacy of a burst of raucous laughter as a 
means of distracting the attention of their dangerous oppo- 
nents in crucial moments. The commodore of the L.R.V. 
tells me that the times are ripe for a new era of bad 
sportsmanship in yacht racing and that with proper guid- 
ance our Viprinces and Viprincesses will put even the 
worst of our Vikings to the blush. 


Maid of Malham, Myth of Malham, and now the Minx 
of Malham—and I may say that John Illingworth has a 
genius for thinking up fetching names for his craft. The 
new boat which, like her predecessors, is from the designs 
of Laurent Giles and Partners, will be one of a restricted 
class of five ocean racers for the Royal Naval Sailing As- 
sociation building at Camper & Nicholsons to a waterline 
length of 24 feet and an overall length of 31 feet. Minx 
and her sisters will race in the open division of the Royal 
Ocean Racing Club and will represent a real attempt to 
produce in quantity a first chop ocean racer. Myth, 1947 
Fastnet winner, is up for sale and offers a good oppor- 
tunity for an American yachtsman to go over to England 
this summer and lift the bowl. It’s 14 years since an 
American yacht has had the honor and 10 since the Brit- 
ish-built, American-owned Bloodhound did the trick. 
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Tune in “Suspense!” 

CBS Radio Network 

Thursday—CBS __Tele- 
vision Tuesday. 


"Tuere is an accurate measure of thevalue 
of Auto-Lite Dependable Performance in 
the exacting pleasure boat field. Nine out 
of ten makers of the engines that power 
these boats specify Auto-Lite for ignition, 
lighting and starting systems. This tremen- 


Sarnia, Ontario 


THE ELECTRIC AUTO-LITE COMPANY 








New 1949 Chris-Craft 36’ Quarterdeck 
Cruiser and new Chris-Craft 17' Special 
Runabout for 1949-both powered with 
Chris-Craft engines, Auto- Lite equipped. 


dous preference for Auto-Lite marine 
equipment is impressive proof that money 
cannot buy better electrical systems. 

For your convenience while afloat qualified 
Auto-Lite repair and replacement service 
will be found near every port. 


Toledo 1, Ohio 





SPARK PLUGS + STARTING 


LIGHTING 


u r O Li ! t BATTERIES « WIRE & CABLE 
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“B B” 15 ft. OUTBOARD RUNABOUT 


100% Impregnated Fiberglas Construction 


Entire one-piece, seamless boat molded of Impregnated Fiberglas. Great strength 
and safety. Requires no maintenance. No deterioration. Store outside. Light- 
ness results in great speed and fuel economy. Standard model $349.00. Also 
20’ Inboard, 1214’ Catboat, 9’ Rowboat molded 100% of impregnated Fiberglas. 


BEETLE BOAT CO.., Inc. Dept. Y New Bedford, Mass. 








This modern contribution to mat- 
tress and cushion comfort is resil- 
ient but hard wearing, mold resis- 
tant and clean. KOROSEAL, as a 
covering, makes the perfect mate 
for our AIRFOAM rubber. 

Our other furnishings include cur- 
tains, pillows, carpeting, settees, 
deck furniture, etc. 


M.W.FOGG 


COMPANY , INC. 
Since 1845 


57 ROSE ST. 
NEW YORK 7, N.Y. 





THE MOST ENGINE PER DOLLAR 


After 50 years, Palmer still offers you 40 HP and 60 HP in Diesels. Let us 
old-time quality at remarkably low __ tell you how this is possible. Write: 
prices in modern high and low speed PALMER Bros. ENGINE CORP. 
engines. They include engines from Factory Street, 

2 HP to 120 HP for Gasoline and Cos Cob, Connecticut 


SEND FOR PRICE LIST 


QUA-matic 
EE 
PERFECTED SUBMERGED TYPE 
EXPLOSION PROOF 


Pumps Over 600 Gallons Per Hour 
Model A-2-A Only Six Inches High 
Sway-Proof Oversized Copper Float 
Positively Cannot Be Air-Locked 
Automatic or Manual Operation 


SEE IT AT YOUR DEALER'S 
OR SEND FOR FREE CATALOGUE 


AQUA PRODUCTS CO. 


MARINE PUMPS MERCURY FLOAT SWITCHES MARINE BLOWERS 
4501 BROADWAY WEST PALM BEACH. FLORIDA 
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SAN FRANCISCO BAY 
By Jesse L. Carr, M.D. 


> Proposed for 1949 is an admirably arranged racing sched- 
ule, in which championship events are limited to May, June 
and September, leaving all of July and August free for 
yachtsmen who wish to utilize the summer months in cruis- 
ing or other activity. August will include a number of spe- 
cial events on Harbor Day, sponsored by the San Francisco 
Junior Chamber of Commerce; the Aeolian Y.C. Lightship 
Race; and the Pacific Coast Championship Regatta. The 
Y.R.A., under whose supervision the Pacific Coast Cham- 
pionships will be held, proposes to establish a boat pool and 


crew pool from which an afterguard or crew may be drawn. 


> Directing Y.R.A. activities during this important year will 
be: Robert G. Potter of the Corinthian Y.C., chairman; 
George D. Childs, Richmond Y.C., secretary; and Thomas 
P. Bolger, Oakland Y.C., treasurer. William T. Selback, 
Robert G. Potter, and James Michael will be delegates to the 
Pacific Coast Y.A. for the year. 


> Officers of Sacramento Y.C. are Glen Nagle, commodore; 


W. E. Bailey, vice commodore; and J. L. Christopher, rear 
commodore; Les Irish, secretary; and George K. Ramsey, 

. .. At the other end of the Bay, the South Bay 
Y.C. has chosen Eldon C. Mills, commodore; Hugh Center, 


| vice commodore; Harold Butel, port captain; and Ed Sen- 





tell, secretary-treasurer for 1949... . 

The Palo Alto Y.C. reelected its entire staff of flag offi- 
cers, and added Dr. M. M. Strangeland, Dr. A. J. Corbett, 
and Tommy Tompson as directors. 


® The Harris Yacht Harbor, near Stake Point in Suisun 
Bay, is now developed and two spar buoys are in place 
marking the entrance channel to the boat basin. Farther up 
the delta, U.S. Engineers are dredging Seven Mile Slough, 
and for the further convenience of yachtsmen, the bars at 
both the Mokolume River and Potato Slough will be cut 
away. On the San Joaquin River, above these developments, 
the Stockton Y.C. held its installation dinner the end of 
February, greeting new officers. These are: Jack R. Jordan, 
commodore; Wayne Courtright, vice commodore; Henry 
Bowman, rear commodore; Gene Meister, treasurer; and Ed 
Alley, secretary. 

Completing the roster of Bay yacht club officers: the St. 
Francis Yacht Club elected Robert White, commodore; 
James Wilhite, vice commodore; and Arthur Ford, rear 
commodore; at San Francisco Y.C., Dr. Emmett Rixford 
will head the list of flag officers as commodore, with Gus R. 
Barth, vice commodore; Thomas Boyd, rear commodore; 
Henry Jackson, secretary; and Harold Williams, treasurer. 

In further preparation for yachting’s biggest year in San 
Francisco, San Rafael Y.C. has initiated a building program 
to enlarge facilities; and in Sausalito, the Sausalito Cruising 
Club has been organized, with Dick Lewis, senior partner 


of the shipbuilding firm of Madden & Lewis, its first com- 
modore. 


> Official opening day for yachting on San Francisco Bay, 
will be April 24, and it is anticipated at this time that the 
picturesque and engaging fleet out on that day will rendez- 


| vous at Hospital Cove on the north shore of Angel Island. 
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2-way RADIOTELEPHONE 
plus STANDARD BROADCAST RADIO 


trom the laboratores of — 
RADIOMARINE 


pioneer and leader in electronic navigational 
aids and marine communications equipment. 





@ Get more fun out of your boat...enjoy extra safety and conveni- 
ence while cruising—with this new Radiomarine combination 
radiotelephone and radio receiver. Talk to other boats .. . call 
local harbor stations which connect with any telephone in the 
U.S. A.... listen to your favorite radio programs. 


Radiomarine put every bit of its 28 years of experience in 
building communications equipment for all types of vessels 
from luxury liners to pleasure craft, into this sturdy, self- 
contained, compact Model ET-8044. Designed for easy mount- 
ing on a table or bulkhead. Size 9" high, 9" deep, 13" wide. 
Weight 20 lbs. 


This is the type of 2-way radiotelephone communication 
and radio entertainment you have wanted aboard your boat. 
It is economical to use. Operates from 6-volt or 12-volt D.C. 
power supply. See it at your nearest Radiomarine dealer’s 
today ... or write for il'ustrated literature. 








RADIOMARINE CORPORATION of AMERICA, 75 Varick St., New York 13, N.Y. Offices and dealers in principal cities. 





Foreign Distribution and Service—RCA International Division, 745 Fifth Avenue, New York 7, New York 


RADIOMARINE CORPORATION of AMERICA 
A SERVICE OF RADIO CORPORATION OF AMERICA 





Ecerildba FASTENINGS 


AND TOBIN BRONZE SHAFTS 


are the established first-choice among building and re- 
pair yards and experienced owners and operators of 
yachts and work boats alike. 

Everdur* Copper-Silicon Alloy fastenings are strong 
and tough, will never rust. Tobin Bronze* shafts are 
specially worked to provide dense, uniform grain struc- 
ture—from surface to core. The result is exceptional 
strength and toughness in a corrosion resistant alloy. 


*Reg. U.S. Pat. Off. - 
AnaConpA 


from mine to consumer 


49223 


Peers = par 


COPPER ALLOYS 
THE AMERICAN BRASS COMPANY 


General Offices: Waterbury 88, Connecticut 
Subsidiary of Anaconda Copper Mining Company 


In Canada: ANACONDA AMERICAN Brass Ltp., New Toronto, Ont. 




















—the fine, fast cruisers built by Western 

Boat Building Company, Tacoma,—have 

used COPEROYD exclusively from the very first 

“because the FAIRLINER is designed for a partic- 
ularly discriminating type of buyer...Our expe- @ 
rience has been that COPEROYD justifies its cost... |e 
provides excellent anti-fouling protection... holds up |i 

well at high speeds.” Best for your boat, too. 


See your dealer or write— 


METALLIC COATINGS CORP. | RUUES 


234 W. 44th Street * New York 18, N.Y. “Sagar 
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PACIFIC NORTHWEST CAT’S-PAWS 


By Ray Krantz 


> Highlight of February in Pacific Northwest yachting was 
the third annual Pacific Northwest Boat Show. This year’s 
show was a fine success from all standpoints. Boats which 
commanded great interest at the show were the 36’ Grandy 
custom built fast cruiser with twin vee-drive Chrysler 
Crowns (which was bought off the floor by A. T. James, of 
Portland, Ore.); the Chris-Craft cruisers, including a 30’ 
twin screw express with two 145 hp. engines displayed by 
Bryant’s Marina (purchased by Jack H. Henderson, Seattle) ; 
the new 28’ Hunter cruiser; the two Hydra-Craft steel 
cruisers of 31’ over all length; the Higgins cruisers; the Fair- 
liner sedan cruiser, a 26-footer; the 40’ Swiftsure Class 
auxiliary sloop displayed by the Blanchard Boat Co.; Claude 
W. Horst’s new 17’ Universal-powered sports fishing boat; 
the Washington 25’ sports cruiser and Owens cruisers ex- 
hibited by Washington Boat Center. 


> On Feb. 5, T. Harbine Monroe’s newest boat, the 40’ 
Swiftsure Class Nautilus III, was launched by Blanchard 
Boat Co. The weather was so cold that hot water was used 
to loosen up the launch ways grease. The three Swiftsure 
boats which will come from the Blanchard yards this year 
will be watched with great interest, especially for their light 
weather abilities. 


b> W. H. Erholm of Anacortes is building a new 34’ Edwin 
Monk designed cruiser, of the Coho Class. A Gray Six-244 
engine with 2:1 reduction will turn a 22” diameter propeller 
to give a cruising speed of 10, and a top of 15 knots. 


®& The Rainier Y.C. of Seattle held its first club competition 
on Feb. 6, a predicted log event around Mercer Island on 
Lake Washington, with A. R. Cooke’s Billy taking first place. 


> The Seattle Y.C. will stage its traditional “Opening Day” 
regatta: and Yacht parade on April 30, not May 7 as pre- 
viously announced. 


®& One of the smart new Chris-Craft 30’ express cruisers has 
been delivered by Bryant’s Marina to Allen Green, Jr., Seat- 
tle. . . . Jim Stevenson, Seattle, has a new 33’ Chris-Craft 
with twin 95 hp. engines, and George J. Holcomb, Seattle, 
late in February launched his new 30’ Chris-Craft sedan 
cruiser, Nancy Jay II, with a 130 hp. engine. Latham L. 
Goble, of Bryant’s Marina, has a flying bridge model of the 
fast new Chris-Craft 28’ cruiser, with twin 145 hp. engines 
giving a top of 37 m.p.h. In a used boat sale, Dr. Frank 
Dodge, Seattle, purchased the 40’ Chris-Craft Irish Lassie 
from the Bryant company. The 37’ seine boat Fingerling, 
displayed at the Seattle Boat Show by Bryant’s, was pur- 
chased by E. W. Johnson, of Astoria, Ore. 


> F. H. Draper, well known engine company operator at 
Seattle, is developing 900’ of waterfront property on Salmon 
Bay, Seattle, into considerable moorage facilities. First step 
now complete, is a covered moorage for ten yachts up to 40’. 


> Cat’s-paws: A healthy sign of the times is the survey 
made by Seattle Y.C. members to determine if an increase 
in moorage rates is justified. . . . Winnifred II, Lewis P. 
Larsen’s 98’ power yacht, was seriously damaged by fire at 
the Seattle Y.C. Feb. 26. . . . Seattle Y.C. members, wanting 
to know what’s going on, will find out in newly instituted 
monthly meetings. . . . Puget Sound Star Fleet sailors plan 
a season of some 25 races beginning with the April 18-19 
races. . . . The Seattle Post-Intelligencer is setting up 4 
brand-new championship trophy for annual P-I Flattie races 
traditionally held on Memorial Day. . . . Roy Halsey of 
Hunt’s Point, Washington, has acquired ownership of the 
42’ auxiliary yawl Allegro from Charles Caseley of Seattle, 
through Ray S. Elliott, Jr. 
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When better lines and greater eye appeal are required, CORRECT CRAFT leads. 


For Greater Performance at Lower Prices— 


Every Correct Craft is designed for 
smooth, dry riding. Strict inspection 
at every stage of construction insures 
for you the great value that only 
Correct Craft gives. To our knowl- 
edge, we are the only manufacturer 
double planking all boats in the 18’, 


Check CORRECT CRAFT Before You Buy! 


19° 8", 21', 27' and 32' models. We 
double plank bottom, sides and decks 
with cedar, fir or mahogany rein- 
forced with a layer of treated canvas 
between. The heavy outside planking 
is mahogany. Correct Craft boats 
are extra heavily trussed to withstand 





great stresses of high speeds over 
rough waters. In every Correct Craft 
price class, you are assured of high- 
est quality workmanship and materials 
and a truly engineered-for-perform- 
ance design. 











When traveling in Florida, either by boat or by car, we invite you 
to visit our yard in Titusville, on Route 1, just south of Daytona 
Beach, and our Pinecastle plant, just off Route 17 & 92 at Orlando. 
If traveling by car, we suggest you drive your boat home. We build 
trailers especially designed for hauling boats. They are low and 
easily handled on the road. Available at slight extra cost. No charge 
will be made for hitch. 














27' 1949 Correct Craft SEDAN CRUISER. This beauty "stole" 
the 1949 National Motor Boat Show at Grand Central Palace in 
New York. Sleeps 4 in real comfort. Galley and toilet. Powered 
with a 6 cylinder, 88 hp Greymarine engine. Cruising speed— 
24 mph. $6364. More power if desired. 


15' 4" 1949 Correct Craft 
SKIFF. Plenty of room for 
the family — and a perfect 
boat for fishermen. Excel- 
lent for trolling, ideal for 
women and children. Hull 
finish white, decks in nat- 
ural mahogany. Priced at 
$545 with 5 hp engine to 
$680 with a 10 hp engine. 
Speeds up to 20 mph. En- 
gine heat is conveyed out 
under rail of the boat. 
Electric starter optional. 












27' 1949 Correct Craft FISHERMAN—a real boat built for speed 
and power, and yet designed to idle for trolling. 6 cylinder, 88 hp 
engine. Toilet and galley optional. The Fisherman is also available 
with more power and with twin screw for greater maneuverability. 
$5176. Available in 25' model at $3733. 


New 15° 6" 1949 Correct Craft JUNIOR will outperform and out- 
sell any other boat in its price class. Equipped forward with a 
set of dry planing rails, making hairpin turns easy. Priced from 
$1325 Standard to $1475 Deluxe, with a 4 cylinder 45 hp engine. 
More power if desired up to a 6 cylinder 112 hp. engine. 


All Price Quotations at Factory. Know Your Builder—Be Sure of Deliveries. 23 Years of Boat 


Designing and Building Experience. Will Place a Few Additional Dealers in 1949. 


PINECASTLE ond TITUSVILLE 
FLORIDA 
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AEROMARINE 


pay for themselves 


many times over by 
cutting fuel consumption. 


GIVES TROUBLE-FREE 
YEARS of salt-water 
service. 


STURDY 


Models. 
priced from 
$22.75 to $36.00 
Easy to 
install 


the world’s 


SPEEDOMETER 


MOTOR BOAT MODEL ILLUSTRATED 


rteromariue 


INSTRUMENT CO. Inc. 


Most Accurate 


Sailor Wodel 


eliminates guesswork 
concerning proper sail, 
trim, and course, under all 
conditions, and offers 
many aids to safe 
navigation. 


PRECISE 


Fully 
illustrated 
information 
free upon request. 
DEALERS INQUIRIES 
INVITED 


385 GERARD AVE. BRONX 51 NEW YORK, N.Y 


Outstanding Preecscou Vastraments for auer £0 Years 











ON THE NIAGARA FRONTIER 
By Reginald H. Pegrum 


® The Youngstown Y.C. clubhouse was altered during the 
winter months to provide better accommodations for mem- 
bers. The upper deck and outer porch have been completely 
refinished. New trophy cases have been installed along with 
all new furniture. Members donated money, materials, and 


labor. 


> The government contract for the construction of a harbor 
entrance at Wilson, N.Y., is nearing completion. The en- 
trance, which is 10’ deep by 80’ long, will be protected by 
steel piling. This harbor will be a welcome point of call 
between Olcott and Youngstown. Of interest also are the im- 
provements to Oak Orchard Harbor that have been carried 
out by the Oak Orchard Club. After the widening and deep- 
ening, the harbor will be maintained by the government. 


> The Buffalo Y.C. is planning to make greater use of Abino 
Bay this summer. To aid this program Harold Beck, superin- 
tendent of buildings and docks, has built a scow 6’ x 18’ to 
handle moorings, and serve as a dredge for the mooring ba- 
sin, and as a starting boat for races. A sand pump will be in- 
stalled. A 16 hp. outboard for the scow has been donated. 


> Lightning No. 588, Thermis Twice, Karl Smither and 
Robert L. Crane, has been sold to William Meyer, Jr., of 
Conesus Lake. Thermis has been well known at the Buffalo 
C.C. since 1941. National Champion in 1943, she finished 
in the money in five other International Regattas. Since Bob 
Crane does not expect to race regularly this summer, Karl 
expects to be the sole owner of No. 3333 which will be built 
by summer. The builder is not yet known, but the boat name 
will be Thermis Thrice. 





SOUTHERN MASSACHUSETTS 
By Jake and Tare Hornor 


& The new clubhouse of the Falmouth Y.C. is rapidly 
nearing completion. Designed by Gunnar Peterson, a well- 
known architect of Falmouth, the building is of modern 
design and is so constructed that, should another hurricane 
strike this area, the second floor would remain standing even 
if the first floor washed away. The club is situated at the 
entrance to Falmouth Harbor. Commodore is Robie Simson, 
reelected, and Morris Frost heads the race committee. 

The club will sponsor a cruise to New London and Block 
Island which will start off the clubhouse June 22. Plans 
include a layover at New London to take in the Harvard- 
Yale crew races. Members of other recognized yacht clubs 
are invited to join this cruise and should contact Vice Com- 
modore Charles H. Jones, Jr., Marble Street, Whitman, 
Mass., if interested. 


® The Southern Massachusetts Y.R.A. has released some 
dates for activities in the area. The Beverly Y.C. will hold 
its annual regatta July 15-16, with the Edgartown Regatta 
July 23-24, and the Nantucket Regatta July 30-31. Stage 
Harbor will hold its annual Blue Water Race to Nantucket 
for the Bembridge Cup, donated by David Niven, on July 
28. The New York Y.C’s annual cruise will put in at Vine- 
yard Haven, Nantucket, Edgartown, and Mattapoisett dur- 
ing the first week in August. The new SMYRA 18’ Class 
will hold its annual regatta on Aug. 20. Sear’s Cup finals 
will be held Aug. 29-Sept. 1, and the Vineyard Haven Y.C. 
will hold its race for the Jewett Bowl Sept. 3. Watch 
YACHTING’s calendar for further dates. 


> Tide Rips: Chester A. Crosby Co., of Osterville, reports 
the sale of Wianno Senior #37 to Dr. Farnsworth of Lin- 
coln, Mass., and Hyannisport. 
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ST. LAWRENCE CURRENTS 
By A. H. Thompson 


> The SLV sailing picture Sail Ho was shown recently to 
the Verdun S.C. members at one of their general meetings. 
This picture is available to all SLV clubs for the asking. 


> Recently, your reporter was taken to the home of Roger 
Lafleur to examine a boat being built by the latter and two 
other enthusiasts, Jack Anderson and Maurice Semeteys. 
This boat is a centerboard cruising sloop designed by Henry 
A. Scheel, and is named, by him, the Halfhander. She is 23’ 
l.o.a., 19’3” l.w.l., 7/2” beam, and 3/10” with board down, 
and displaces 1.64 long tons. Her sail area 190 sq. ft. Three 
of these boats are planned at present, in this area. Their 
size will put them in the same racing class as the new fleet 
of Vikings which are 1’6” longer over all. 


> On Mar. 3 the Royal St. Lawrence Y.C. had an interesting 
meeting at which Paul McLaughlin, of Royal Canadian Y.C., 
was guest speaker. Mr. McLaughlin, Canadian Olympic 
entry, spoke on racing tactics and yachting at the Olympics. 
As an added attraction the SLV special film Sail Ho was 
shown, as well as the film depicting the 1948 SLV regatta 
held at R.St.L.Y.C. last July. 

Over 500 sailors and friends turned out to hear Alan 
Villiers’ and to see his Sons of Sinbad film. This marked the 
first time Villiers had been to Canada and his visit was 
much appreciated by the SLV under whose auspices he 
came. 


> Dick Stevenson, of R.St.L.Y.C. has just sent us a copy of 
the official notice sent to England, the United States, Ber- 
muda and Canada regarding the forthcoming Canadian 
Dinghy Association Regatta. This event will be held at R.S.L. 
Aug. 17-21. 


m At a recent SLV meeting with representatives from in- 
volved clubs, the following open racing schedule was de- 
cided upon: June 12, Lake of Two Mountains Trophy 
(R.St.L.Y.C.); June 25, R.St.L.Y.C. Annual Regatta; July 1, 
Canadian Y Flyer Championship (H.Y.C.); July 1, SLV 
Long Distance Race; July 2-3, SLV Fourth Annual Regatta 
(H.Y.C.); July 16, P.C.Y.C. Regatta; July 31, Mirage Cup 
(P.C.Y.C.); Aug. 18, Duggan Cruising Cup (R.St.L.Y.C.); 
Aug. 17-21, Canadian Dinghy Association Regatta (R.St.L. 
Y.C.). Aug. 27, Baie d’Urfe-Beaurepaire Regatta: Sept. 3, 
4, & 5, S.L.V.Y.R.A. Labor Day Cruise and Hudson Re- 
gatta (H.Y.C.). 


WEST COAST BUBBLES 
By Don Wood 


> Robert Miller’s big sloop Westward again stepped out to 
win the Shaw Trophy as first boat home in the boat for boat 
race around Catalina Island. This race is traditionally sailed 
the weekend following the annual Midwinter Regatta, and 
is sponsored by the S.C.Y.A. Though Westward's time of 
15:51:42 was fast for the 60-mile circuit, it was several hours 
short of the record breaking passage of last year. Andiamo, 
Mort Miller’s 40’ cutter, saved her time to win the Brokaw 
Trophy, awarded by the Los Angeles Y.C. for the first boat 
0» corrected time under Ocean Racing handicapping. Ed 
Witte’s Selene took second, with Westward taking third spot 
iy the handicap series. 


> Whether it was a hot controversial subject or the return 
ot C, King Brugman, newly elected president of the A.P.B.A.., 
the Southern California Cruiser Association enjoyed a big 
and enthusiastic turnout in February. In addition to hearing 
o: the recent workings and future plans of the A.P.B.A., they 
hed to settle the question as to whether an auxiliary-pow- 
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ght — Fast 


MOTO-SANDER-POLISHER 


Here is the answer to the Yachtsman’s dream... puts an end 

to the tough task of hand sanding. Let electric “Moto-Sander” 

do the work... you just guide it. Does fast finish sanding of 

coamings, keels, spars, rails, trim, etc.... works into those 

hard-to-get-at places. Moto-Sander’s straight-line action (non- 

rotary) produces satin-like finish... will not burn or scratch 
surface. Weighs only 2!/2 Ibs. Delivers 7,200 strokes a minute. 

Operates on 110-120 volt, 60 cycle A.C. 


— QUICKLY CONVERTS TO POLISHER — 


Use Moto-Sander also for speedy, effortless Wax Polishing. Cam- 
type clamp permits changing from sandpaper to polishing pad in 
seconds. Machine comes complete with 6 sheets assorted grade Garnet 
paper for sanding, plus felt pad and sheepskin for wax polishing. 
Buy ageing — ue cha - he cannot | 

supply you, send only : check or money 

order) and we will ship postpaid on 5-day trial, On y $14.85 
money-back quarantee. POSTPAID 


DREMEL MFG. CO. e Dept. SP579-D e RACINE, WIS. 

















VY C ber lhe finest 


ATTWOOD MARINE HARDWARE 


The best costs less in the long run. That is why experi- 
enced boatmen have chosen Attwood Hardware and Trim 
for half a century. 


The name Attwood has become a guar- 
antee of high quality — modern design 
— and lasting utility ... everything 
that is desired in Marine Hardware. 


Dealers and Jobbers: Send for your topy 
of the new Attwood Marine Hardware 
Catalog No. 29. A complete listing of 
specifications and current prices for over 
500 Marine Hardware items is yours for 
the asking. 











Write to: 752 Front Ave., N.W., Grand Rapids 4, Mich. 








GLENN E. FURNESS 


Naval Architect Alexandria Bay, N. Y. 


Specializing in the design of distinctive 
pleasure cruisers, commuters and fish- 


ing boats for discriminating yachtsmen. 


Yacht Brokerage Marine Supplies 




















In handsome Molded Mahogany Plywood 
TOU OCTHE "WHIRLWINDS" 


A complete line of outboard runabouts 
having wide appeal is now offered to 
dealers. Molded in one piece they com- 
bine features long sought in ideal serv- 
ice runabouts: speed, stability, light- 
ness, carrying capacity, great strength 
and durability. 

Whirlwind 14’ LOA. Outboards 5-35 HP 
“he Jr. 12’ LOA, Outboards 5- 


Also cataloged— 
Portaboat — 11'3’° LOA — carry along 
rowboat 
Guide—16’ LOA—45 pound canoe 
Tempest — 12' LOA —class _ sailing 
dinghy 
Write for literature: 


MOLDED PRODUCTS, INC. 
COCKEYSVILLE, MD. 
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Beckner 


Midwinter Regatta officials in charge of small boat division races 
were (left to right) George Ruby, Donald B. Ayres, Richard Fen- 
ton, Comm. of the SCYA, and, seated, H. G. MacKinney 


ered sailboat should be allowed to race in a predicted log 
cruiser event. The various arguments, pro and con, carried 
on far into the night. 


P Mission Bay Y.C. played host to 28 boats from various 
Southern California Penguin fleets. Kermit Seely, with Mrs. 
Seely as crew, won top honors, with Robert Gales second 
and Tom Scripps third. The seven clubs represented then 
became embroiled in two team races with skippers from 
Balboa Y.C. emerging the victors. 


MAINE COAST NOTES 
By Lawrence B. Getchell 


® Thanks to Carl Lane, Rockport, Me., sailor, boatbuilder 
and bon vivant, we've about enough news to start another 
column, albeit that much of there herein-to-follow may not 
be pure yachting palaver. Truth is, you see, there’s about as 
much strictly yachting news in Maine at this time of year as 
there is hay in Greenland. 


m Anyway, getting back to Carl Lane, he says that about 
85 males and females, ages ranging from 11 through 75 
plus, have successfully completed the Rockport Boat Club’s 
20-lesson course in seamanship which finished February 21. 
Brother Lane and John Montgomery acted as instructors. 


» Apropos of the foregoing, the Maine State Department of 
Education has approved certain courses in seamanship and 
piloting for inclusion in high school curricula. Pemetic High 
School, of Southwest Harbor, and Stonington High School 
are now Offering these courses to students. 


®& Chips: Officers of the Mt. Desert Y.C. are: Flag commo- 


dore, Donald N. Gilpin; commodore, F. B. Stimion; vice 
commodore, William Disston; rear commodore, Perkins Wil- 
son; secretary, Mrs. Robert E. Blum; treasurer, Patricia 
Disston. . . . According to reports, the well-known Owens 
Cutter 40’ auxiliary will be produced by Henry R. Hinckley 
& Co... . A 32’8” cruiser, designed by Cyrus Hamlin, of 
Southwest Harbor, will be built there by Rich and Grindle 
for Talbot F. Hamlin, of New York City. . . . Two 128’ 
lightships for the Coast Guard are under construction at the 
Rice Bros. yard in East Boothbay. . . . Simmons & Lane, 


_ boatbuilders of Rockport, have recently completed several 


motor cruisers and small knockabouts for various New Eng- 
landers. . . . A 39’8” Warner-designed auxiliary sloop for 
Herbert Mosley, of Portland, Conn., is being finished at 
Hodgdon Bros., East Boothbay. . . . While the past winter 
saw a big letdown in pleasure boat building along this 
coast, many yards successfully took up the oa by pro- 
ducing a variety of commercial craft. Overhauls and recon- 
ditioning jobs were fairly numerous. 
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“He'd be paying for repairs instead of a party, 


if his yacht wasn’t insured!’ 


Fred: “Say, that reminds 

me. I haven’t a cent’s 

worth of insurance on 

my yacht. If I had a 
fire, I'd be in a tough spot.” 


Bill: “You're right. I took out 
full insurance coverage 
the day I bought my 
boat. Now I don’t have 
to worry about a thing.” 
LL 


Fred: “Well, Ive always 
thought I was saving a bit of 
overhead by skipping all the in- 
surance business. Now I’m not so 


sure but what I’ve been a little 
dumb.” 


Bill: “You take my advice and 
play safe! There are plenty of 
nazards besides the usual ones 
‘ke fire, theft, lightning and ex- 
losion. How about those fre- 
“uent storms we hit? How about 


stranding and collision? And, 
above all, where do you stand if 
you damage property or someone 
gets killed or injured on your 
boat or someone else’s if it’s your 
fault? You could end up with a 
lawsuit and a loss that would set 
you back plenty.” 


Fred: “I know what it means 
to get involved in a lawsuit. Even 


MARINE OFFICE 
or AMERICA 


NEW YORK 7, NEW YORK 


116 JOHN STREET 


WESTERN DEPARTMENT 
Insurance Exchange Bldg., Chicago 4, Illinois 
e 


PACIFIC DEPARTMENT 


140 Sansome Street, San Francisco 4, California 


if you win, it can be pretty ex- 
pensive. Does your insurance take 
care of that angle, too?” 


Bill: “It sure does! Now go 
and call your insurance agent or 
broker and get covered—and don’t 
forget to tell him you want your 
insurance placed through the Ma- 
rine Office of America. They han- 
dle mine and they’re the best!” 





SOUTHERN DEPARTMENT 
Canal Building, New Orleans 12, Louisiana 


e 
NORTHWESTERN DEPARTMENT 
Colman Building, Seattle 4, Washington 





SERVICE OFFICES: Baltimore, Maryland ° Boston, Mass. 


Houston, Texas ° 
Philadelphia, Pa. 


Jacksonville, Florida °¢ 
¢ Pittsburgh, Pa. 


Los Angeles, California ° 
e St. Louis, Mo. 


¢ Cleveland, Ohio °¢ Detroit, Mich. 
Louisville, Kentucky 


® Stockton; Calif. * Syracuse, N. Y. 





ALL CLASSES OF OCEAN AND INLAND MARINE INSURANCE 





“DULUX Yacht White 
STAYS WHITE 


All Season Long!” 
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Says H. T. Osgood, owner 
of the Osgood Marine Ways 
at St. Petersburg, Florida. 


“I’ve been in the boatyard business for 
over 40 years. My grandfather and 
father were in it before me. For years 
now, I’ve used DULUX Marine 
Finishes exclusively. For white- 
ness that lasts, I know youcan’t 

beat DULUX!” 








More and more boatmen 
are using DULUX than ever before 


DULUX Yacht White starts white . . . stays white 
. . . from fitting-out to storage time. And the 12 
smart, new DULUX colors keep their brilliant 
gloss longer than ordinary marine paints. That’s 
why more and more boats will be painted with 
DULUX Marine Finishes this year! 


Made to preserve, protect and beautify your 
boat ... be it a saucy catboat or a forty-foot cabin 
cruiser . . . DULUX offers you advantages that 
are hard to beat. It stands up under hard knocks 

. resists chipping and cracking. It fights salt 
spray, hot sun and harbor gases . . . retains its 
color-bright beauty throughout the season. 
DULUx is the smart way to keep your boat look- 
ing its shipshape best! 


When it's fitting-out time again 
in your waters, see your local 
DULUX Marine dealer. Ask him 
to show you the new DULUX 
Marine Line for ’49. There’s none 
finer! E. I. du Pont de Nemours & 
Co. (Inc.), Finishes Division, Wil- 
mington 98, Delaware. 
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Winners in two of 
Florida’s ocean sail- 
ing events. Morgan 
Butler’s 53’ Alden- 
designed ‘Malabar 
XIII" (above), won 
the Governor’s Cup 
Race. Palmer Lang- 
don’s Rhodes-de- 
signed ‘’Tiny Teal’ 
(right) won: the Lip- 
ton Trophy and 
placed third in the 
Miami-Nassau Race 


Rosenfeld photos 


FLORIDA TRADE WINDS 
By Vivyan Hall 


> The second of the winter ocean races, the 28-mile Lipton 
Trophy Race, held Feb. 12 off Miami Beach, certainly gave 
the boys a shakedown for the Nassau Race. Thirty-one en- 
tries took a look at the 30-mile easterly wind and sharp seas 
and 19 crossed the starting line. W. S. Gubelmann’s Win- 
digo, from Oyster Bay, fouled the committee boat and 
dropped out. Later the committee boat, John Hertz’ 60’ 
ketch Tonga lost an anchor and almost dropped out herself. 
The triangular course gave a weather leg out into the Gulf 
Stream to round the Coast Guard Cutter Pandora, a spin- 
naker run to the Sunny Isles buoy and a reach back south 
close along the beach. 

Leading the entire way, George Lockwood’s 51’ sloop 
Lone Star, from Charleston, made the fast time of 3:59:39 
but lost to Palmer Langdon’s 39-footer Tiny Teal, from 
Larchmont, N.Y., on corrected time, by 5 min., 11 sec. Tiny 


| Teal, a Rhodes 27, eighth to finish, was driven hard by her 


owner, Jim Davis, Bob Cooke, Dick Bertram, Kenneth Un- 


| german and Joseph Michel. Third place was taken by Mor- 


gan Butler’s 53’ ketch Malabar XIII, from New Bedford. 
The others in order were Horace Binney’s Ariel III, from 
Barrington; Alfonso Gomez-Mena’s Ciclon, Havana; Carle- 
ton Mitchell’s Caribbee, Annapolis; H. N. Davock’s Away, 
Fort Lauderdale; George Mellon’s Slick Witch, Houston; 
Emest Grates and Murray Knapp’s Blitzen, Detroit; Edward 
Rice’s Pussy Willow, Fisher’s Island; Raymond Demere’s 
Ocean Queen, Savannah; James Brickell’s Starlight, Miami; 
Fred Temple’s Avilion, Toledo; James Turner’s White Heath- 
er, Tampa; J. T. Macdonald’s Blue Stream III, Coconut 
Grove, and J. L. Cabassa’s Larry from Miami Beach. 


® Seventy-one starters took part in the Gasparilla regatta at 


| Tampa, Feb. 5-6. Clewis Howell’s Feather was first in both 








APRIL, 1949 115 


A BEAUTY... cc Destgu, Performance, Value 





Yme RICHARDSON (31° Sedau Crucoer 


@ Here’s an all-purpose boat that’s as handy at week- 


ending as it is at serious cruising. Big, spacious deck- everything a party of four will need for weeks afloat. 
house, fully-equipped galley with refrigerator, and 
complete toilet facilities accommodate large parties 


in comfort and safety. For extended cruising you find 


It’s a round bilge cruiser built on our pre-war “Per- 
fect 31” hull, with 7/8” planking on steam-bent, white 
‘oak framing; Everdur fastened. Keel and stem are also 
white oak. Super-structure lines are streamlined with- 
out any sacrifice of utility or comfort. 


The “31” sleeps four in upper and lower berths in 
forward cabin, and on a divan in main cabin that con- 
verts into a full double bed. Generous lockers and 
full headroom throughout; V-type windshield opens 
easily for ventilation or for better visibility; windows 
and portlights are screened. 


Standard power is a Gray 6-224 or a Chrysler Ace 
driving through a 7:4 Vee-drive reduction gear. Other 


jamie power options, including twin installations, are avail- 
The 25' Richardson is available in Utility, Sedan, able. Send coupon for literature on the Richardson 
Express Cruiser and Sports Commuter models, model of your choice. 


RICHARDSON BOAT CO., INC., Dept. A.4 
y, North Tonawanda, N. Y. 
H. ’ Please send me details on: 
O 25’ Sports Commuter O 25’ Utility 
4 : OC) 25’ Express Cruiser O 31’ Sport Cruiser 
A O 25’ Sedan 0 31’ Sedan 
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COPR 949, RICHARDSON BOAT CO., INC., NORTH TONAWANDA, N. Y. 








BACK-HANDED COMPLIMENTS to the 
THISTL Often we meet sailors who think they 
cannot afford to own a THISTLE — 


only to discover that they think she costs much more than she 
does. 


This is a back-handed compliment, arising from the fact that 
the THISTLE /S a finer boat than others selling at the same 
price, and that our standard model /S of better quality than the 
deluxe models of other types of boats. 


We are proud to announce that our THISTLE sells without sails 
for only $1135 at the factory. We believe that she is unequalled 
in value just as she is in performance. 


The same thing holds true of the INTERNATIONAL 14. 
Inquiries may be referred to the following builders: 

SIEFARE SAILING CRAFT, Adamston, New Jersey 
PLATZER BOAT WORKS, S. 80th St., Houston, Texas 
ELDERLEE, INCORPORATED, Oak Corners, New York 


DOUGLASS & McLEOD, INC. 
BOX 311 PAINESVILLE, OHIO 











Ms well- both use 
COLUMBIAN 


PROPELLERS 
and F cv ling s 


It’s a great day afloat- when you 
enjoy most the smooth perform- 
ance of your boat. Your care in 


| 


selecting a fine Columbian Bronze | 
Propeller and Columbian Bronze _ 
Marine Fittings pays you dividends | 


in guaranteed boating pleasure. 


Columbian Catalog on Request 


COLUMBIAN BRONZE CORPORATION 


FREEPORT + LONG ISLAND ’+ NEW YORK 
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the feature free-for-all and the 110s. Joy Byars, also from 
Tampa, was second in both events. John Wilhelm, St. Peters- 
burg, led the Lightnings; Barry Binz, Sarasota, the Fish Class; 
Don Cochrane Sr., Clearwater, Snipes; Bill Johnson, Sarasota, 
Penguins; Bill Daniels and Harvey Parke, both of St. Peters- 
burg, the large and small sail area classes. A special race for 
cruisers was won by Herb Finkbeiner’s Red Bird from Tampa. 
Charles Hunt, Sarasota, set a regatta record for Moths of 29 
minutes flat for the three-mile triangle. . . . The same week- 
end the Sunburn Dinghy regatta was held at Biscayne Bay 
Y.C. with local Class X boats competing in nine races. A 
good fight developed between Wirth Munroe, Hugh Mathe- 
son Jr., and Lucretia Brooks Matheson. The latter, who has 
represented Maine in several Sears Trophy series, came out 
on top, with her brother-in-law beating Munroe out for 
second. 


> All space in the convention hall at Dinner Key made by 
joining two former Navy hangers was filled with displays for 
the Miami Boat Show. Interest extended to Latin Amer- 
icans, and Lee Crutcher of Caracas, Venezuela, bought a 
25’ Chris-Craft express cruiser and General Nardo, of Ha- 
vana, a 26’ sedan from Lew Hewes. Interest was shown in 
the new 7-liter hydroplanes exhibited by Dan Arena and 
Lou Fageol. A Matthews 40, brought down from Port Clin- 
ton by the Boat Transit Co., was still on its highway 
trailer... . The third Florida marina conference held during 
the Show started a move for the refund of state gasoline 
taxes now paid by boat owners, or for devoting the money 
for better boating facilities. Jacksonville, St. Petersburg, 
Miami and other boating centers are combining to get such 
a bill through this year’s legislature. 


NARRAGANSETT BAY GOSSIP 
By Jeff Davis (Old Doc., rtd.) 


Pm On Feb. 18, at the office of the Herreshoff Mfg. Co., 
Bristol, the records of the company, together with the mod- 
els, plans and photographs of both sail and power yachts and 
war craft built at the Bristol plant, as well as the designs of 
the Herreshoff coil boiler and other developments of steam 
engineering, were formally presented to the Massachusetts 
Institute of Technology. The collection is the gift of the 


R. F. Haffenreffer F amily Foundation. It will be housed in 
the Hart Nautical Museum. 


> We have a museum piece now in Rhode Island, the hull 
of the 90’ over all schooner yacht Constance, which two 
young men recently bought at Boston and had towed to 
Edgewood. There’s nothing left of her but the bare hull, and 
yet the two young men plan to put an iron keel on her, a 
motor in her, refinish her inside and out, restore her rig, 
and race her. She is a Gardner-designed schooner built by 
Lawley in 1918 and named Radiant. In 1922 she was owned 
by Winthrop W. Aldrich and named Flying Cloud. In 1927 
she was owned by Seward Prosser, who cut her rig down and 
renamed her Constance. In 1939 she was given to the Boy 
Scouts of America. The new owners figure it will take them 
two years to put her back in racing shape. 


> We are still wondering whether we are going to have a 
foot and mouth disease laboratory on Prudence Island. The 
yachtsmen and dairymen are opposed to it. The medical 
profession doesn’t seem scared that disease germs might get 
loose from it, but the Bureau of Animal Industry of the 
U.S. Department of Agriculture has, apparently, decided 
that Prudence is the best place in the country. The most 
cheerful angle from the point of view of the yachtsmen and 
dairymen is that Congress has not yet voted for an appro- 
priation to build. it. 
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® 


THIS 26-PAGE CATALOG 
DESCRIBING FAMOUS WEEMS 
LINE OF NAVIGATION AIDS 
AND INSTRUMENTS 


BETWEEN the cover of this profusely illus- 
trated booklet you’ll find practically everything you need 
to navigate with accuracy. Write today for your free copy. 


WORLD-WIDE ACCEPTANCE: Navigation aids and instru- 
ments by Weems are widely used by our own and other 
governments, by commercial shipping lines and by individ- 
ual owners of sea-going and inland pleasure craft the world 
over. If your marine supply store is out of stock, write 
us direct. 


WEEMS NAVIGATION COURSES: Enrollment approved under 
G. I. Bill, Home Study and Resident courses available. 
Latest methods and equipment. Write for details. 







Address Dept. 8 Weems System of Navigation, Annapolis, Md. 






tmSEA SYSTEM OF 
iss NAVIGATION 





ANNAPOLIS, MARYLAND 
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COMPLETE SERVICE FOR YACHTSMEN 


DOCK SPACE @® PROVISIONS © FUEL ©. IGE 
SLEEPING ACCOMMODATIONS @® SHOWERS 
REST ROOMS e CHARTS © WEATHER REPORTS 
MARINE SUPPLIES ©® MAIL-CABLE SERVICE 


CLEARANCE AND ENTRANCE ASSISTANCE 


Robert H. Symonette 


Midway Between Shopping Centre 
and Nassau's Two Yacht Clubs 





118 


> The commander of the Naval Air Bases at Quonset an- 
nounced that Dutch Island had been taken over for a 
bombing target. Protests from-both yachtsmen and _fisher- 
men were prompt and plenty. The matter was settled, tem- 
porarily at least, by a directive from John Nicholas Brown, 
then Assistant Secretary of the Navy for Air, that there 
should be no bombing between April 15 and Sept. 15. 


> The Narragansett Bay Herreshoff S Class Association has 
elected Bill Corr, commodore; Alden Walls, vice commo- 
dore; Tommy Hunt, rear commodore; Lew Tyler, secretary- 
treasurer. Bill Gardner and Doc Cobb were appointed to 
arrange team matches with the Larchmont fleet and with 
the group at New Bedford. One S has changed ownership— 
Volante was sold to Dr. Arthur Cuddy. Russell Hunt, Tom- 
my’s brother, inherits Musketeer this season while Tommy 
and the last year Muskeeter crew will sail Hank Walch’s 
Jocelyn. A possible addition to the class is Misty, if Gil Ar- 
mitage succeeds in combining two hulls that were damaged 
in the 1938 hurricane into one acceptable S boat. 


& Short ends: John McAleer has ordered four Raven Class 
hulls and they are being finished by Manuel Parece at Reho- 
both. The shells are made by the U.S. Plywood Corp., 
molded to insure uniformity. . . . The N.B. Power Squadron 
is holding a series of 12 Monday evening classes. 


LONG ISLAND SOUNDINGS 
By William H. Taylor 


> The Y.R.A’s spring meeting won't come until April 11, 
but things seem to be shaping up. The schedule looks like 
32 championship and seven non-championship regattas. 
From May 21 through June 19 only Sunday races will count 
in the title series; from then through Labor Day all Satur- 
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day, Sunday and holiday races. will count, and the last two 
weekends go back to Sundays only, Sept. 11 and 18. There 
will be regattas on each Saturday preceding the Sunday 
title races on the first five and last two weekends, but they'll 
be for class competition only, as in the old days when there 
was only one championship regatta a weekend throughout 
the season. . . . The mail vote on “worst race exemptions” 
showed 75 for some kind of exemptions and 65 against any 
exemptions whatever. Of the Pros, a few wanted as many 
or more as last season, the majority favored fewer. A reason- 
able compromise would seem to be to permit a very few 
exemptions. . . . The revised Cox-Sprague scoring system 
(see last month’s YacuTinc) will probably get a season’s 
trial. . . . The proposal to hold local fleet eliminations and 
a final Sound championship series for the small and local 
classes hasn't been well received, and further developments 
in this line will be left up to the executive committee with 
power to act if desirable. 


P Yale’s dinghy team, a formidable outfit in college dinghy 
racing, had to bow to the grizzled veterans of Sound Frost- 
biting two weekends in a row in February, being beaten by 
a close decision by a Manhasset Bay BO team and again, 
somewhat more decisively, by a Larchmont Interclub team. 
There’s life in the old ice-choppers yet. . . . At Manhasset 
the BO team took over the Penguins, sailing twelve crews to 
a side and swapping boats so each got a race in the other’s 
type of dinghy, by a score of five races out of six. . . . The 
Little Scorpion’s Club held its indoor annual dinghy maneu- 
vers at Larchmont Mar. 4, with the usual results. 


> The American Y.C. cruise will start from Rye July 30 and 
put in at Port Jeff, Duck Island, Fisher's Island, Montauk 
and Block Island, the scramble around Shelter Island hav- 
ing been omitted this year. Some of the crews need a longer 
rest after their poling-off efforts of last summer, but they all 





Something New 


FOR SMALL CRAFT OWNERS 








Utility POWER TAKE-OFF 





This small, compact unit gives you immediate extra 
power by just a simple turn of the control on the 
control panel, which can be mounted anywhere to your 
convenience. Available in both single and double 
sheave models; chain or lever operated. Weighs ap- 
proximately 25 lbs. Precision made equipment—will 
outwear life of your engine—needs no oiling! 


ATLAS ANCHOR WINDLASS 


This famous anchor windlass is now available in power models. Model 
No. 3 is operated by % h.p. electric motor and will raise 50-lb. anchor 
at low speed 36 feet per minute and 72 feet at high speed. Model No. 4 
is operated by 1% h.p. motor and will raise 200-lb. anchor. Also larger 
sizes. 





Write Factory for Details and Illustrated Literature 


ALBINA ENGINE & MACHINE WORKS e PORTLAND 12, OREGON 
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... the kind you can pour from a bucket 


© Catches immediately The new Danforth breaks out easier, 
comes up cleaner. “Catches” immedi- 
ately... goes down through soft mud 
into firm holding ground. Flukes de- 
signed to penetrate...greater holding 
areas ... both flukes hold. 


Sizes: 2% lbs. to 20,000 lbs. 
@ Comes up cleaner HA 


@ Digs in deeper 
@ Holds more 


@ Breaks out easier 


Write for 1949 folder: 
"History, Selection, and 
Use of Anchors”’ 














GOOD ENGINES 
FOR 43 YEARS 


CRIPPS ::xcemum 


Fours @ Sixes ¢ V-Eights ¢ V-Twelves 
Twenty-five to Six Hundred Horsepower 


@cripps Motor Company ¢ 5817 Lincoln Ave. © Detroit 8, Mich. 








BUILDING OR RE-RIGGING you'll find Roebling’s 
“Yacht Rigging” booklet a big help. May we send 
you a copy? 

“Yacht Rigging” describes and lists standard sizes, 
strengths and other technical data on the Roebling 
line of cords and ropes for standing and running 
rigging—stainless steel, galvanized types and phos- 
phor bronze. It gives you the facts about Roebling 
Stainless Steel Swaged Terminals for complete assem- 
blies...describes other highly popular stainless steel 
items such as the Roebling mooring pendant, eye ends, 
aircraft-type thimbles, smooth-line swivel turnbuckles 
«..tells about Roebling swaged loop attachments. 


Roebling Stainless Steel stands supreme for yacht 
tigging and accessories. Amazingly resistant to sea 
weathering, it keeps its brilliance and dependable 
strength year after year. 


Write for your copy of "Yacht Rigging” today. 
JOHN A. ROEBLING'S SONS COMPANY 


TRENTON 2, NEW JERSEY 
Branches and Warehouses in Principal Cities 


ROEBLING 


JR 
A CENTURY OF CONFIDENCE © 
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KAAR ES=-29 


BIG IN PERFORMANCE - 
SMALL IN COST! 











A PRACTICAL 100 Fathom 
Echo Depth Sounder 


Here is a navigation instrument priced within 
the reach of every boat owner—yet engi- 
neered to allow ample reserve for positive 
function at 100 fathoms. Only the KAAR 
ES-29 gives you all these features: 


e Long, easy-to-read scale (approximately 30”) 


e S<ule calibrated to 100 fathoms, yet can show 
much greater depths 


© Special electronic gate circuit to increase read- 
ability over éntire usable range 


e All parts are standard, obtainable anywhere 
e Complete replacement kit costs but a few-dollars 


@ Equipment is rugged, built to stand up under 
heaviest weather conditions 


© Unit is simple to install, having only one trans- 
ducer and single compact indicator unit with 
internal power supply 





@ KAAR D-24 
Direction Finder 
Accepted as standard 
equipment every- 
where. Finest in the 
field. 









KAAR 20,50,100Watt > 
Radiotelephones 

Rugged, reliable, 
exceptionally fine 
radio equipment. You 
can depend on KAAR. 











KAAR ENGINEERING CO. 


ef FEE Middlefield Road 


ety —— Palo Alto, California 
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agree the race around the island was fun. American will also 
stage the 1949 International 110 Class championships, Aug. 
17-18, and for the home folks is planning a series of weekend 
harbor races for local Lightning and 110 sloops. . . . If 
Huntington Harbor and its inlet don’t look familiar to you 
the first time you go in there this summer, don’t be surprised. 
One of the big sand companies has been dredging there, 
widening and deepening both inlet and harbor, according 
to some sort of deal made with the town harbors whereby 
the dredgers get the sand and Huntington gets the water. 
We can think of other towns that may wish their harbors had 
commercially valuable sand deposits under them. . . . The 
big new yawl Bolero, at Nevins’, was planked and decked by 
the end of February, but probably won't be ready in time 
for the Annapolis Race. 


®& Club elections: Orr Sounpincs Cuus: M. D. Southworth, 
commodore; Peter Comstock, vice commodore; Robert L. 
Hall, rear commodore; Austin S. Myers, treasurer; Douglas 
Swan, measurer; historian, Phelps Brown; Clerk of the Cor- 
poration (this is a new one in Y.C. offices to us), E. S. 
Bradford; G. W. Blunt White, secretary. Stuyvesant Y.C.: 
Leo D. Clinton, commodore; Dr. B. W. Aberman, vice com- 
modore; Dr. N. Meyers, rear commodore; Alvin Peters, 
treasurer; Charles Schaeffer, secretary. Also: N.Y. ATHLETIC 
Cvs: Bob Smith, commodore; Carl E. Schuster, vice com- 
modore; Eugene J. Hynes, rear commodore; Joseph L. Mur- 
phy, secretary; A. J. Henning, treasurer. 


CHESAPEAKE BAY ACTIVITIES 
By Bugeye Bill 


> Thirty small boats in three popular one-design classes 
competed in the Washington’s Birthday frostbite regatta of 
Columbia Y.C., Washington. The fleet raced in spring-like 
weather that made it a frostbite series in name only. Allan 
Clark, of Port Washington, L.I., sailing Feather X, was top 
man in the Penguin division A. High scoring skipper in 
division B Penguins was Randy Fisher, of Gibson Island, 
sailing Suds. Bill Hastings, of George Washington U., won 
the Tempest Class, while Frank Marquardt, of Columbia 
Y.C., scored in the Thistles. 


> A navigable waterway for boats up to 4’ draft between 
Lynnhaven Inlet and Virginia Beach will be provided by 
dredging a canal connecting the western end of Broad Bay 
with Long Creek. This will permit yachts to visit the resort 
from the anchorage off the Cavalier Y. and C.C. Recent 
elections there produced these results: P. F. Murray, com- 
modore; W. H. Terry, Jr., vice commodore; J. S. Banks, 
rear commodore; Rufus Knight, secretary-treasurer, and 
Herbert N. White, chairman of the race committee. 


> Dates of the power and sail events of the President’s Cup 
Regatta next September have been switched, putting power 
races for the first time ahead of sail events. Accordingly, 
inboards and outboards race September 17-18, while sail- 
boats take over the Potomac September 24-25. The change 
was made to avoid a conflict with the Magnolia Y.C. power 
regatta at New Martinsville, W.Va., which will be run on 
the latter date. 


> Commodore Bill Labrot, of Annapolis Y.C., has been 
named chairman of a committee for a Water Day, proposed 


for May 26 as part of the Tercentenary celebration of 
Annapolis, Md. 


®& Potomac River S.A. members have elected Wirt A. Gill, of 
Columbia Y.C., their new commodore, succeeding Ben . 
Minor, of Old Dominion B.C. Other officers are W. Russell 
Parker, Columbia, vice commodore; Joe Krafft, Old Domin- 
ion, secretary, and Lynn J. Sholar, Columbia, treasurer. The 
spring series will begin early in May off Hains Point. 
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Cable Address 
SAILDUCK 


Telephones 
Whitehall 4-72860-1-2 


NILSEN & MILLS 


Sail-Makers 


73 PEARL STREET 
NEW YORK 4, N. Y. 


YACHT FLAGS 


Distributors: 


HAZARD WIRE ROPE j = Stainless Steel 


WALL ROPE WORKS 1 Yacht Rope 


iain 











WESTLAWN 
SCHOOL OF 
YACHT 


tél DESIGN 


Founded 1930. The Only School of Motor and Sailing Craft Design. 
Home Study Course Fully Covers Theory and Practice. Graduates Open 
Own Offices or are Chief Designers. 





GERALD TAYLOR WHITE, M.S.A.E., M.S.N.A. & M.E., Director 
Booklet On Request 


MONTVILLE 2, NEW JERSEY 
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MERRILL- STEVENS Dry Dock Co. 
MIAMI & PORT EVERGLADES, FLORIDA 





Hh Affiliate DADE DRYDOCK CORP., Miami 
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IT’S THE FINEST TIME FOR CRUISING 


SSS 


Hanker for the sea? Then you'll take keen delight in own- 
ing an authentic, sea-faring Seth Thomas* Marine Clock 
...the finest time for cruising! Whether you're outfitting 
a big boat or a small one... or just want a corner of your 
home or office to have a nautical look... you'll point with 
genuine pride to your Seth Thomas. Precision-made by 
craftsmen, fine clocks by Seth Thomas have long enjoyed 


a ee 


a reputation for trustworthy timekeeping and long life 
both afloat and ashore. 


SS 


> 


SHIP’S 
BELL- 4 


Popular, sea-going (or 
stay-at-home) model has 


an 8-day, 1|-jeweled movement that resonantly strikes 
ship's bells. Its richly polished cast brass case has drilled 
Liolatot Wacol mmeohiceloalisle MR comm elUll nl YoleMolmm Ze] | MM E-Inlel-geh Ugo 


/ 
: 
| 
y 


compensated escapement and Breguet-type hairspring. 


SSS DD 


Four styles: 


Brass case with wheel bezel illustrated $100 
without wheel ers he. 

Chrome case with wheel See ae 
- ‘ without wheel $100 


{Tax extro. Prices subject to change 


YOU CAN SEE Ship's Bell-4 and many 


other fine Seth Thomas Marine 


~ 


SS 


Clocks jat your dealer's... or write 


=a 


iforeon his free copy of this colorful 


ielfet-Tamos Muleldin(-ma lela cameliloMl olelgelun 


eters. Seth Thomas Clocks, Thom- 


SSS 


aston, Connecticut, 
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Or GENERAL TIME JNsiR 


*Reg US Pat OF 


PRODUCTS 
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LIGHTNING & COMET SKIPPERS 


WM. J. MILLS & CO. 
PRESENTS | 


““EAS-ON”’ 
THE WEATHER COVER TO INSURE A DRY BOAT 


SNAP ON — ZIP ALONG BOOM | 
ENCLOSED FORWARD — PREVENTS DRIVING RAIN | 














“TESTED A FULL SAILING SEASON” 
PHONE OR WRITE 


WM. J. MILLS & CO. 
GREENPORT, L.I., N. Y. 
SAILMAKERS FOUNDED 1880 


























be 


REGATTA 
"Rien ae YACHT PAINTS 


Used by skippers who know-—sold by better yacht 
Niolgel MmolateMMe(-tel (le Sem col MmelUheieliel lite Mel =) ol-teleolila- 
elite Mm ol-lacelautelila mela 


BOTTOMS « TOPSIDES « DECKS 
BRIGHTWORK ¢ INTERIORS 


Manufactured by 


BALTIMORE COPPER PAINT COMPANY 
Oliver Reeder & Son, Inc., Proprietors 
ESTABLISHED 1870 
BALTIMORE + NEW YOBK « PHILADELPHIA * BOSTON « MIAMI 
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> This year’s Green Star Series for novice Star skippers will 
be held off Oxford, with Tred Avon Y.C. as host club. John 


Noble, of Tred Avon, won the series last year. The dates 
are August 27-28. 


> The Coast Guard Auxiliary in Washington has launched 
an unusual project for encouraging its members to have well 
equipped yachts. Frank Courtney, division captain of the 
Auxiliary, sponsored a Captain’s Trophy for the member 
scoring the highest number of points based on some 40 
items of equipment. The winner was Commodore Jack D. 
Miller, of Corinthian Y.C. He and four runnersup in the 
competition also earned “E” pennants to fly on their cruisers. 


They were Edmund Flagg, Dr. Hugh Meloy, A. M. Robin- 
son and Preston Hammer. 


® Richard MacSherry, of Easton, Md., a long-time cruising 
yachtsman on the Chesapeake, passed away in Baltimore in 
February. Before going to the Eastern Shore he had served 
as fleet captain of Gibson Island Y.S. He was a member of 
Chesapeake Bay Y.C. and Tred Avon Y.C. Mr. McSherry 


had owned a number of auxiliaries, including the well known 
ketch Iron Duke. 


& Elections—NorFo.tk Y. and C.C.: D. D. Atkinson, com- 
modore; Fred G. Swink, vice commodore; Alvah Purchase, 
rear commodore; W. G. Holloway, secretary-treasurer, and 
Enos Taylor, fleet captain. UrBANNA Y.C.: Patrick Gibson, 
commodore; Alan McCullough, vice commodore; Reid A. 
Dunn, rear commodore; Dr. W. T. Thompson, secretary; 
Car] Pflugradt, treasurer, and John F. Munce, fleet captain. 


COLUMBIA RIVER RAMBLINGS 


By Lawrence Barber 


> Biggest news of the season among the owners of the small- 
er types of boats in the Columbia River area was the an- 
nouncement by the Marine Dealers Association, Inc., that 
the first annual 53-mile outboard marathon will be run May 
15 from Oregon City to Vancouver, Wash., and return as 
far as Powers Park, in south Portland. The race is based 
upon rules adopted for recent Hudson River outboard mara- 
thons, with six classes of boats and motors. Portland C.G.A. 
flotillas will patrol the course with radio-equipped boats, and 
the Oregon Outboard Club will officiate. 


> Bart Woodyard came down the Washington coast in Janu- 
ary with one of the West Coast’s newest eye-catchers in the 
boat line when he brought his 53’ Trimmership, Periwinkle, 
to Portland Y.C. The smart craft was just out of the Shain 
plant and boasted a pair of 150 hp. Packards, an 8-channel 
radiotelephone, built-in radio compass with latest airplane 
features, Sperry hydraulic controls, hot and cold running 
water, hot water heating system, showers, accommodations 
for eight persons, and a flying bridge. 


> Another new boat is Duane Vergeer’s 40’ steel-hulled 
sloop, which the owner, and builder, George Sutton, says is 
more nearly a skipjack than any other Columbia River boat. 
The Yankee Doodle, as Vergeer named her, was launched 
Feb. 20. The hull is of %” steel on the sides and %e” thick- 
ness on the bottom. Frames are steel, spaced 14” apart. 
Beam is 12’, draft is 3’4” with the centerboard raised and 7’ 
lowered. Yet the boat is declared to be no heavier than a 
wooden hull of similar dimensions. 


& Cliff White, Portland, had a new 33’ Owens twin screw 
cruiser, with Flagship motors and lots of extras, delivered 
by Lee McCuddy’s Columbia Marina. . . . Another new 
boat is Bill Ballantyne’s 26’ cruiser Mary Beth, built by 
August Nelson from plans by Robert A. Smith, Portland 
naval architect. . . . W. H. Cook’s 40’ raised deck cruiser 1s 
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2 adel CRUISER 


Top Quality Precision cut 
parts, Factory assembled 
frames. Sleeps 2, Galley 
Space, Roomy Locker. 
Easy to understand in- for Cabin 
Superstructure, 
structions. Ideal Speed op ¢ 
Boat, Utility, Club Tender. 379 














Also big choice of 
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Colorful Illustrations show all 
‘49 Models, 8 to 23 Ft., and 
Construction Details. 


| U-MAK-IT PRODUCTS 


Formerly Kayok Boat Co. 
705C—Whittier ae om 
New York 59, N. Y. 















SAITLMAKERS € © Rae 
wv 


HAZARD KORGDLESS YACHT ROPES AND FITTINGS 


170 SECOND AVE. BROOKLYN 15, NEW YORK 


















GLOBE “Mariner” —13}4 - foot outboard runabout, 
Globe’s 1949 leader in the popular-price class. 
Lustrous mahogany foredeck and full-length 
inwales. Seats five comfortably. See your dealer 
or write for booklet illustrating all Globe 
Boats—INLAND MARINE BOAT CO., WILLIAMS BAY, WIS. 

















| 32 VOLT DC MARINE APPLIANCES 


ENJOY APPLIANCES ON YOUR BOAT 





32 VOLT DC 32 VOLT DC 32 VOLT DC FAN 


TOASTER PERCOLATOR 
i Full nine-cup size High and Low speed, 
a ee 
chrome Gatch. Gord in immersion element. ae eee 
| cluded. 400 Ss Sixty-second §~—pereola- ats. self-olling Heartngs. 
| Watts. tion, Cord, _ Included. ee ee 
atts, 
Price each $8.95 Price each $8.95 Price each 929099 


| MAIL YOUR ORDER TODAY! 


| HAINES MFG. CORP. oe Oo or (] Cash with Order 


MINNEAPOLIS 2, MINN. 
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ESTABLISHED 
1879 


DESPARD 


& CO. 


Insurance Brokers 


Adjusters of Average 





ONE CEDAR STREET 
NEW YORK 5, N.Y. 
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HOW FAST? | 


The ‘‘Little Captain” speedometer tells 
small racing boat owners the answer to 
this question at a glance. Simple, 
sturdy, accurate, this precision product 
is easy to install. Developed to meet 
the need for an inexpensive but re- 
liable instrument it is available in a 
variety of speed ranges. 





$23.00 in lacquered brass. 
$28.00 in chromium plate. 


The famous FISHER-PIERCE Taff- 
rail Log is solving the distance problem 
for more and more vachtsmen. Already 
used by U. S. Navy, Coast Guard, 
Commercial and fishing vessels, the 
Fisher-Pierce Taffrail Log with the 
TRUE PITCH rotators is the most 
accurate log made. Dependable, con- 
venient, readable, inexpensive and easy 
to install this log is built to salt water specifica- 
tions throughout. 


$65.00 in polished bronze. 
$75.00 in chromium plate. 





























If your dealer 
cannot supply you 
send us his name 
and order direct 
from us. Ask for 
free folder. 


118 Washington Street HOLLISTON, MASS. 
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Yes, “Harbors Can Be So Nice’ 


In fact, that’s why cruising men cruise, as Carleton Mitchell confided 
in November YACHTING. Which makes it pretty important to write 
at least one North Channel voyage into your log. Forthright sailor- 
men who have “cruised everywhere” tell us there is no other coast in 
the wide world that offers so many nice harbors . . . so varied, 
friendly, secure! 


Pilotage is easy. Put aboard a set of the excellent charts of this area, 
and our Canadian “Sailing Directions.” Write us for the government 
chart catalog—no charge. At our store in Little Current you can 
get a special large-scale chart that includes many a harbor as nice as 
the one above. 


9 BRITISH IMPORTS 
FINE WOOLENS 
COATS, BLANKETS 
SPORTS APPAREL 


LITTLE CURRENT, MANITOULIN ISLAND, ONTARIO 











OUTBOARD RUNABOUTS in 13 and 5 ft. sizes. Also the “Leader” 
(13‘) for motors to 10 HP; and the “‘Ideal’’, a combination rowing-outboard boat. 
THE 18-FT. “ISLANDER” - 4 medium speed inboard primarily for fish= 


ing, trolling and family use. An able sea boat, perfect for open water use. 
Write for literature and name of nearest Lyman dealer. 





Sailing Enthusiasts! 


WINDIKATOR 


tells wind direction— 
wind velocity at a glance! 








Here’s a pocket-size, precision-built ane- 
mometer you should own! WINDIKATOR 
helps you find under what conditions your boat 
performs best — makes sailing safer, more fun for all! 


It weighs less than two ounces, guaranteed accurate! Non- 
magnetic, rust and corrosion resistant. Model A indicates 
velocities 5-30 MPH; Model B, 10-60 MPH. Costs only $8.75, 
at leading sporting goods stores; belt carrying case $1.50. If 
your dealer can’t supply you, write Dept. Y-9 .. . 


The H. M. Sawyer & Son Co., Cambridge, Mass. 
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nearing completion at Howard Arnold’s boatshop at Midway 
moorage, Milwaukie, Ore. This hull is from Ed Monk plans. 


> Columbia River Y.C. elected Dr. Chris Kisky commodore 
for 1949. Other officers are Harvey Barnard, vice commo- 
dore; James Gardner, junior commodore and treasurer; J. 
Rosenthal, secretary; Bob White, chairman of the board; 
Charles Lundberg, Joe Gilray, Charles Ulrich, Leon Has- 
kell, and C. A. Hurley, directors. 


> A survey of the river lowlands which are subject to over- 
How during severe floods and freshets was started by the 
CGA flotillas in Portland under the direction of Leon Has- 
kell, district vice commodore, who laid out the plan. Boat | 
crews were dispatched to various localities along the Co- 
lumbia River between the Sandy River and St. Helens to 
check on homes, families, telephones, boats, livestock, and 
facilities necessary for rescue work. 


®> Charles King is the new commodore of Longview Y.C., of 
Longview, Wash., 40 miles down the Columbia River from 
Portland. Frank Wolf is the new vice commodore, and 
Cedric Axtell is the perennial secretary-treasurer. Cecil Hal- 
lin is director at large. 


®& Chester S. Benson, of Portland Y.C. and Portland Power 
Squadron, was elected vice president of the new Pacific 
Marine Parks and Harbors Association, formed during the 
Seattle boat show. L. D. Winters, division captain of the 
C.G.A. and a member of the Columbia River Y.C. and the 
power squadron, was elected director for Oregon and the 
Columbia River. 


> Outboard enthusiasts have formed the Portland Outboard 
Club, with Dick Ferris as president, Harry Keehnel vice 
president, Harry Hederer treasurer, and Dorothy Millard 
secretary. The club started with 30 members, and plans to 
grow to 100 by summer, with headquarters at Warren Nash’s 
marina, Portland. 


> Women graduates of the Power Squadron’s piloting course 
have formed a women’s auxiliary to the Portland squadron, 
with Frances Glanz as commander; Ruth Koppang, lieuten- 
ant commander; Marie Byers, secretary; and Crystal Reup- 
pel, treasurer. The women plan to encourage further studies, 
entertain visiting wives of squadronites during the spring 
district conference, April 23-24, and make boating happier 
for their husbands. They are undecided whether to call 
themselves the LAPPS or WAPPS. 


ON COLLEGE CHARTS 
By Leonard M. Fowle 


> The I.C.Y.R.A. and the Midwest Collegiate S.A. held 
their respective annual meetings at New York City and Ann 
Arbor, Mich., the same weekend, Feb. 11-13. Augustus L. 
“Peter” Putnam of Harvard, and Warren S. Weiant, III, of 
Ohio State were elected the undergraduate chief executives 
of L.C.Y.R.A. and M.C.S.A., respectively. Although the two 
organizations acted independently, a similarity of accom- 
plishment and planning at the meetings will be noted, a 
healthy condition for the future of the sport. 


> At its meeting the M.C.S.A. grew to 17 colleges with the 
election of Minnesota’s Gopher S.C., Bowling Green, Illinois 
Tech, Oberlin, Indiana, and Kenyon College as Associate 
Members, while Wisconsin was advanced to Regular Mem- 
bership. In addition to Commodore Weiant, the new officers 
elected were Fred A. Joyce, Jr., Notre Dame, dinghy race 
committee chairman; George Robbins, Michigan State; 


James Rukin, Michigan; and Edward R. Scannell, North- 
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KOHINOOR SAILERS 


Strictly one-design 
Less sails, f.ob. plant 
$685.00 Subject to change 
Immediate delivery 
Sold direct from factory 
to consumer since 1935. 
Having moved into my new factory 
You can benefit from my 
LOWER PRICES and 
HIGHER ee: 
SMALLER OVERHEAD 
LARGE PRODUCTION; 
SHORTER aA fi TIM 
GER EXPERIENCE: 
NARROWER | PROFITS and 
WIDER DEMAND. 
Better Boats at Bigger Bargains 


< At Left—Sail-Planing a K-Boat 


Also new low prices on-sailing and 
rowing dinghies. Write to... 


MURRAY A. WRIGHT, 
N.A. & Mar. E. 
Designer and Builder 
Dundee, N. Y. 


K-Boats are sponsored by the Kohinoor 
Yacht Racing Association. 













ALL: PY 
utensil cooks everything on small 
stove. No other utensil needed to 
prepare delicious meals. Saves space and fuel. 
Cooks 2 foods at once. Made of heavy cast 
— aluminum. Money refunded if not satisfied. 
Only $10.95 postpaid. Order now. Send check or money order to: 
FLAT TOP COOKING UTENSIL CO., NORWALK, CONN. 


Ingenious 5-piece 


BOILS 


FRIES * BAKES * DRAINS 








WARMS « 
MAKE CERTAIN YOU HAVE 


YOU CAN A PERFECT SUIT OF SAILS 


IMPORTED 
EGYPTIAN 
YACHT DUCK 


DE GRAUW AYMAR & CO. 


Established 1827 
34-35 SOUTH STREET e NEW YORK 4, N. Y. 














TAKE IT ABOARD! 


At last—a simple, effortless way to 
haul your dink safely aboard. No 
davits, no clumsy equipment. Easily 
installed on virtually any boat. Self- 
bailing. 


Complete TUMBLER DINK HOIST 
including all fittings and instructions 
. - $39.50 (polished brass). $3.75 extra 
for chrome fittings. ORDER NOW FOR 
IMMEDIATE DELIVERY or for further 
information, write: 


TUMBLER DINK HOISTS 
39-15 Main St. Flushing, N. Y. 
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AQUA-JETS 


HI-SPEED RACING WHEELS 
FOR SERVICE MOTORS 


All tests conclusively prove that these newly developed 
Michigan propellers provide much more speed for stock 
motors of 72 H.P. and larger on racing runabouts and 
step-bottom hydroplanes. No rebuilding of lower unit is 
necessary. Dealers everywhere. 











































MERCURY 7'%2 H.LP. 
7x8 


$12.00 





STANDARD 
MERCURY 10 H.P. 
8% x9 
$13.20 





SCOTT ATWATER 72 H.P. 
7% x8 
$12.00 





CHAMPION 7.9 H.P. 
8x9 
$12.00 





JOHNSON 22 H.-P. 
9%x 13 
$17.40 





EVINRUDE 22 H.P. 
10x 11 —.788” shaft 
10x 11 — 1” shaft 


$17.40 





EVINRUDE Light Four 


8%2x10 
$12.00 





EVINRUDE 33 H.P. 


10x 13 — 1” shaft 
10 x 13 — .788” shaft 
10 x 14 — Big Four 


$17.40 








Write for new Outboard Propeller catalog containing complete 
specifications on the most extensive line of outboard propellers 
in existence, including our famous “AQUA-MASTER" and 
standard wheels of bronze and aluminum. 


MICHIGAN WHEEL COMPANY, Grand Rapids 3, Michican 
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™ GROCO 


TOILET 


Can be purchased hand-oper- 
ated only, and converted to 
combination hand and electric 
unit at any time as the elec- 
tric drive is self-contained. 
Immediately converted from an 
electrically operated toilet to a 
hand operated toilet by simply 
removing the wing nut on the 
hand lever and detaching the 
connecting rod. 


otc Sues Mla 64s 
New TURBINE WATER 
PRESSURE SYSTEM 


Self-contained bronze turbine pump, 
coupled to the famous GROCO ball- 
bearing, moisture-proof motor and 
equipped with automatic pressure 
switch, positive bronze check-valve. 
Phosphor bronze castings, carbon 
bronze seals, stainless shaft. Extra 
capacity copper 4-gal. expansion 
tank. 


Complete Unit Tank 
“As Low As 987 (extra) $25 





7 
commie $110 





GROSS MECHANICAL LABORATORIES 
1530 RUSSELL STREET . BALTIMORE 30, MD. 








MARBLEHEAD 
ANTI-FOULING BOTTOM PAINTS 
EMERALD GREEN — LIGHT GREEN 
CREAM WHITE — BRIGHT RED 


invaluable for Racing and Cruising Yachts and Launches 


A POWERFUL PREVENTIVE OF BARNACLES, 
BORERS AND MARINE GROWTH 


Fast—Smooth—Slippery 
Hard Finish—Long Life—Saves Fuel 
20% Increased Anti-Fouling Strength 


STEARNS-McKAY MFG. CO., 52 Purchase St., Boston, Mass. 

















“...where they are really built rugged a 


STONINGTON BOAT WORKS 


Stonington © Connecticut 
write for Stonington 36 folder describing five different layouts 
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Dr. E. W. Carpenter receiving an award in token of his contribu- 
tion to intercollegiate sailing from officers of the Colgate S.C. 


western, delegates at large on the Executive Committee. 

A Board ot Advisors with duties which will correspond 
in general to the LC.Y.R.A’s Board of Governors was 
formed. Primarily a faculty body, but including interested 
yachtsmen and two undergraduate officers of M.C.S.A., the 
new Board elected Dr. R. T. Trippy of Ohio State U., chair- 
man; Commodore Sumner S. Sollitt of the Chicago Y.C., 
treasurer; and Paul A. Moote, secretary. Robert S. Foster, 
Worcester Tech *44, a graduate student at Ohio State, was 
named chairman of the Rules Committee with instructions 
to prepare a rules pamphlet and coérdinate, as far as pos- 
sible, the rules of M.C.S.A. and I.C.Y.R.A. 

The M.C.S.A. approved a schedule of 17 important events 
for the 1949 spring and summer seasons. The growth of 
college sailing in the Midwest necessitates the introduction 
of regional e1iminations for the Midwest Championship to 
be held on Ann Arbor’s Whitmore Lake, May 21-22. The 
eliminations, to be sailed May 7-8, divide the Midwest mem- 
bership into three regional groups—the Ohio area, with an 
elimination under Ohio State auspices at O'Shaughnessy 
Dam; the Michigan area, with an elimination at the U. of 
Michigan; and the Wisconsin area, which includes Chicago, 
with an elimination at either Madison or Chicago. 


> The I.C.Y.R.A. meeting at the New York Y.C. saw its 
membership reach the half-century mark with the election 
of the Adelphi College Y.C. to Associate Membership. Eight 
college clubs, Colgate, Cooper Union, George Washington, 
King’s Point, Middlebury, New York Maritime, Syracuse, and 
Webb Institute were advanced from Associate to Regular 
Membership, giving I.C.Y.R.A. 33 Regular Member clubs. 

Faced with similar problems to those of the Midwest due 
to expanding membership, the I.C.Y.R.A., in the interest of 
more efficient management of district affairs as a step to- 
wards a national college sailing organization, is forming 
district organizations in the Middle Atlantic and New Eng- 
land areas. To implement this action, organization commit- 
tees were appointed: For the Middle Atlantic area, John 
H. Blodgett, Jr., Princeton; Britton Chance, Pennsylvania; 
F. Gardner Cox, Jr., Princeton and George Washington; Lt. 
Comdr. Francis A. Litchfield, King’s Point; Lt. Comdr. 
Vining A. Sherman, Navy; Dr. Herbert Williams, Cornell; 
and Prof. C. Higbie Young, Cooper Union; for New Eng- 
land, Randall W. Bliss, Brown; Leonard M. Fowle, secretary, 
LC.Y.R.A.; Lt. Roy M. Hutchins, Coast Guard; Augustus L. 
Putnam, Harvard; and Walter C. “Jack” Wood, M.L.T. 

In addition to the new president, Commodore Putnam of 
Harvard, the I.C.Y.R.A. elected Howard Fawcett of M.LT., 
dinghy racing chairman; John H. Blodgett, Jr., Princeton, 
McMillan Cup chairman; Cadet William R. Lamb, Coast 
Guard, Star Class chairman; and Midshipman Charles G. 
Robinson, Jr., Annapolis, cruising chairman. Elected mem- 
bers-at-large to the Executive Committee were Randall W. 
Bliss, Brown; Joseph M. Hickey, Boston College; Theodore 
Frost, Cornell; and D. Michael Mitchell, Trinity. The 


| LC.Y.R.A’s Board of Governors re-elected Prof. Erwin H. 
| Schell of M.I.T. and Prof. W. S. McGuire of Northeastern, 


chairman and secretary, respectively, and chose Prof. Zenas 
R. Bliss for treasurer. 











APRIL, 1949 





Give Your Yacht That Intriguing Atmosphere 


Arouse the intellectual curiosity of your guests and promote 
interesting informative discussion. 


THE INSPIRATION SERIES [Patent applied for) 





Beautiful mahogany panel, finished in gold and white sarieiauen 
Size 18” long, 2'/2” wide, '/2” thick. 
Adds a distinctive touch to cockpit, deckhouse or stateroom. 
Price $3.00 each, postpaid 
Specify chrome screws with finish washers or easel. 
Delivery within three weeks. 
MARINE CRAFT INDUSTRIES 
CLAYTON (5), MO. 














seme asee: | 





JOY FOR COOKS & CREWS! 
‘Porthole Pete’ Chamberlain’s 


CONSTANT COOKER &::;- 


Range 
Designed and proved by a long-time ocean 
racing and cruising cooking expert. Keeps 
your ship’s company happy with fine, piping- 
hot meals. Burns coal, wood, briquets. 


Heats fast from cold start. Draws in any 
weather. Oven and smoke pipe, right or left 
side, rail any height. Insulated. Proof against 
Reall rust and corrosion. Two sizes: 2534”’x16%"; 
y 33144”"x16%4". WRITE FOR CIRCULAR! 

BAKES, ROASTS, 


BROILS, BOILS, * 








FRIES RUDMAN & SCOFIELD, Inc. 
in spite of seas and Specialists for 90 years in-galley stoves 
weather and gear for all types of vessels 


277 Pearl Street, New York City 











OWENS DISTRIBUTORS 


26'-33'-42' Priced $2980.00 to $16,950.00 
See New 26’ Models on Display Completely Different 
ALL MODELS ON DISPLAY IMMEDIATE DELIVERY 











Ultra Modern Diesel Power. Available in 33 & 42 for Spring Delivery 
We Finance New Boats, Used Boats, and Repair 


FAIR HAVEN YACHT WORKS 





Phone: Red Bank 6-3010 FAIR HAVEN, NEW JERSEY 











Bottoms Up Says-W 


"FOR OVER 35 YEARS, | 
BEEN USIN’ WATERPLUG FOR Tr 
-PATCHIN’ INSIDE AND OUTSIDE* jaya =— 


In hn 
ms 


WWW) (l D 


















When face liftin' your boat, be sure you plug 
up those leaky holes with somethin’ Davey 
Jones ain't gonna dig out. Get my pet pal, 


WATERPLUG, and you'll be safe as a light. yi (lr 4 
house itself. he : 
° 2 2 ae oe Gee Ge Ge ee Gee oes 1, 
For steel, concrete or wood patching. » Wd 





i ti 
hand for emergencies when out at sea. | yt \ 


ae MeN tA 
KP my \V 
ae a Wall Praducm 


Ox p AES Le ee PENNSYLVANIA 


4 Always keep WATERPLUG on ‘fl 
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"PERMA-DOCK” — 
METAL BRACKETS 


“PERMA-DOCK” Metal 
Brackets provide a quick, 
easy method for putting 
up a stronger, safer dock 
without working in water! I 
You simply build wooden dock sections 8 or 10 feet long 
on land and bolt on brackets. Then lay each section over 
a boat and float into place, drive in iron pipes from on 
top of the dock, then tighten brackets on pipes with a 
set screw. You can take the dock down just as fast, and 
it’s so easy to adjust for changing water levels. 


Straight and Corner Brackets 


“PERMA-DOCK” 
Brackets support 
and tie dock sec- 
tions together 
(illustrated in 
circle). Corner 
brackets fit for 
any dock plan. 

















Write for circular fully describing 
‘“‘PERMA-DOCK” method 


1202 Central Avenue, @ Minneapolis 13, Minnesota 

















(C \ 


' Master 
Boat Builders 
1897 - 1949 





“KAWAMEE" 
63 ft. Diesel powered ketch 


built by 


JAKOBSON 
Shipyard, Inc. 
OYSTER BAY, N. Y. 














Custom-Built Yachts 
Repairing 


Rebuilding ° 
Servicing 


Storing 





it 











YOURS the EASY Way! 


This shape shows the way. It’s a molded hull of selected airplane 
birch veneers cross-laminated and bonded into one SEAMLESS piece 
that’s waterproof and TWICE as strong as q planked hull. Available 
for 16’ - 18’ Canoes; 8’ - 9’- 11’ Dinghies; 12’ - 14‘ - 15’ Outboards; 
and a beautiful birch and mahogany 18’ Inboard. 
All hulls are rough ded and tri d and have keelsons molded 
into the hull—plus three stringers for 15’ Outboard and 18’ Inboard. 
Write for illustrated Price List. 


INDUSTRIAL SHIPPING COMPANY, LTD. 
Halifax, Nova Scotia, Canada 














Working Feathered 


FEATHERING PROPELLERS 


For sailing craft equipped with engines for auxiliary 
power. Made in two and three blade types ranging 
from 12” to 40” in diameter. Write for descriptive 
literature and prices. 


HYDE WINDLASS COMPANY, BATH, MAINE 








TY More Sailing Fun! 
Get a NIPPER 
12’ x 5’ Cat Rig 


Safe - Fast - Small 
Lightweight - Inexpensive 




















OVER 800 NOW IN USE 


Price $369, salt water model, f.o.b. Write for Folder or Contact Your Dealer 
Price $345, fresh water model, f.0.b. 


Ray Greene & Co. 7.38.58 


Ideal for club or cottage use. Easily 
transported. Racing class _ estab- 
lished at many yacht clubs. 100 sq. 
ft. of sail. Steel plate centerboard. 

















THE VINYARD 47'' CRUISER 
See and compare the value 


VINYARD SHIP BUILDING CO. 
Milford, Delaware 
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SOUTH SHORE OF LAKE ERIE 
By John G. Robinson 


P John W. Lay III is the 1949 commodore of the Port Clin- 
ton Y.C., with Kenny Black, vice commodore; Carlton 
Schwan, rear commodore; Harvey Snider, secretary and 
Wilbur Gill, treasurer. New trustees are: Eward Reifschnei- 
der and Francis Mekus. Commo. Lay, an active member of 
the Port Clinton Y.C. Lightning fleet, served as vice commo- 
dore last year and was general chairman of the Port Clinton 
Snow Flurries regatta last October. 


> Duane Nagel was elected commodore of the Toledo S.C. 
at the annual meeting in January, with Howard Sross, vice 
commodore; John Dariot, secretary treasurer and Jack Ball, 
chairman of trustees. 


m Ray Norman, skipper of the sloop Watta-Hunee, has been 
elected commodore of the North East Y.C. of Cleveland, 
with Walter Kinnal, vice commodore; Elmer Dunning, rear 
commodore; Joe Cichan, fleet captain and Joe Kustin, secre- 
tary and treasurer. 


> Bob Cassidy of the Edgewater Y.C., Cleveland, sold his 
26’ cruiser to his brother Howard and has ordered a new 
twin-screw Owens Flagship cruiser for early spring delivery. 
... The Edgewater Y.C. plans to spend $10,000 this spring 
for new speed boat wells to take care of the rapidly expand- 
ing runabout fleet. 


> Only a couple of years ago, at the Cleveland Y.C., Rocky 
River, four University students were sailing the 32’ sloop 
Aurora in every event they could enter. They did well in 
club races under Universal class rules and capped their sea- 
son’s winnings by annexing the Brown Trophy in the annual 
long distance handicap race from Put-in-Bay to Vermilion 
in 1947. Now all four are sailing together again, but this 
time they are in southern waters aboard the 52’ auxiliary 
cutter Tropic Bird, which they purchased down east last 
summer. The proud owners are: Charles Simpson and John 
Schriber of Rocky River, O., Bob Christiansen, formerly from 
Rocky River, but now hailing from North Plainfield, N.J., 
and Pete Allen of Niagara Falls, N.Y. 

Cleveland has a new Star Class fleet, known as the Cleve- 
land Harbor fleet, which draws its membership from the 
Lakeside, Edgewater, Forest City and North East Y.Cs. Of- 
ficers elected are: Jesse Jones, captain, and Louis Ruscitto, 
secretary. 


GULF COAST NOTES 
By Gordon Gsell 


P Several Southern Y.C. skippers are in the process of 
promoting a new Gulf Coast distance race from Gulfport, 
Miss., to Pensacola, Fla., and return and have set a tentative 
date of May 12 for the starting gun. The event will begin 
on Mississippi Sound at the Gulfport sea buoy, take the 
boats around the Pensacola sea buoy and back to the finish 
line off Gulfport. Boats and owners who have agreed to 
enter the race include Windjammer II, Garner H. Tullis: 
Malihini, Cornelius Rathborne; Ibid, Dr. H. Eugene Wood- 
ward; Barracuda, Lange Allen; Gamecock, Louis LeBour- 
geois; Hornpipe, Dr. Reichard Kahle; Aweigh, Dr. Alexan- 
der Brock; Companero, William Willcomm; Vagabond, 
Arthur Waters; and Salabar, Blanche Whitlock. 


> Revival of historic Bay St. Louis on Mississippi Sound as 
a Gulf Coast yachting center will become a reality if plans 
now underway to establish a vacht club there materialize. 
A group of yachtsmen, headed by John Bell, held a meetin® 
and decided that the once popular yachting center should 
rebuild a clubhouse, establish a fleet of Fish Class sloops. 
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Spots CHILD 


24’x 8’. DRAFT ONLY 16”. HONDURAS MAHOG- 
ANY HULL. Standard equipment includes toilet, 
fresh water and sink, opening windshield and for- 











ward window, two mattressed berths, alcohol stove, 





chrome plated bronze deck fittings. Speed 17 m.p.h. 
with 45-hp. Gray; 93-hp. Chrysler optional. OTHER 
24’ SEA BEAVERS: Marine Station Wagon, De Luxe 
Cruiser and Harbor Launch. .Designed by Hubert 
Scott-Paine, inventor of the PT boat. 


MARINE DESIGN 


Greenwich, Conn. 























Steamboat Road ~° 





Dealer Franchises Available 




















DISTINCTIVE 
YACHT FURNITURE 


We are specialists in the 
manufacture of cabin 
and deck furniture for 
the boat. 





You are cordially invited 
to visit our Showroom 
where you may see a dis- 
play of our entire line. 


Send for Catalogue ‘“Y” 


THE GRAND CENTRAL 


WICKER SHOP, INC. 
217 E. 42nd St., N. Y. 17, N. Y. 





Fishing Chair No. 5085 
Equipped with polished brass 
gimbal $67.50 
Equipped with chrome _ gimbal 
$72.00 

















DESIGNS 


For the owner considering new construction we are 
in a position to design any type of vessel properly 
engineered, to meet his own individual requirements. 


ANY SIZE—ANY TYPE—ANY SERVICE 


PHILIP L. RHODES 
1] BROADWAY NEW YORK 4,N. Y. 
Naval Architects 





Marine Engineers 


| 





NO MORE GUESSING 
WHETHER THE TIDE 

IS COMING IN OR 

GOING OUT 


JUST GLANCE AT YOUR TIDE CLOCK 
BEFORE YOU LEAVE HOME 


Heading for the starting line? Better play safe with the tide 
conditions ...and check with your SEACHRON before you 
shove off. This unusual clock not only tells you the time of 
day... but the stage and ebb or flow of tide. . . accurately 
and continuously for your location. No guessing . .. no 
fussing with tide tables. With the SEACHRON, you know 
...every minute. Write for the interesting details. 


BRYCE GEAR & MODEL WORKS, ESSEX, CONN. 
THE Ce 
SEACHRON 


THE CLOCK THAT TELLS THE TIME OF TIDE 


B, Saf 


Remember- 
you cant 









E L psTic GLUES— CEMENTS 


PRESERVATIVES 


BEDLAST—For 





ELASTIC SEAM COMPOSITION 
No. 1—For deck seams 


ELASTIC SEAM COMPOSITION 
No. 2—For hull seams 


bedding mould- 
ings, deck hardware, etc. 


CANVAS PRESERVATIVES— 
For waterproofing and preserv- 
ing canvas covers, etc. 


FIREGARD—Fire resisting canvas 
preservative 


SEAM PAINT—A primer for deck 
and hull seams 


LINOLAST—A 
oleum cement 


SEAMLAST—Amastic type seam 
filler for hulls 


CANVAS CEMENT—For cement- 
ing or repairing canvas decks, etc. 


‘“*AVIO’’? — Aero-O-Nautic 
marine glue 


TROWELAST—For surfacing deck:, 


liquid waterproof lin 


DOUBLE PLANK CEMENT— 


etc., on iron, wood, steel, etc. For double plank boat con- 
struction. 

BRUSHLAST — For surfacing 

cracked canvas — for hard PATCHLAST—A waterproof, elastic 


racing bottom finishes, etc. 


FRE 


adhesive for patching canvas 
LATEST INSTRUCTIVE BOOKLET with COMPOSITE 
BOAT CHART at your Dealer or write direct 


KUHLS 





65th Street & 3rd Ave. 
21 4@10).40 4, sen, Em @ 


SINCE 1889 
H. B. FRED 
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“NYLON SAILS 


FROM THE SAILCLOTH WOVEN BY 


SEVEN DIFFERENT WEIGHTS 


Duplan weaves Nylon sailcloth in seven 


weights, from light spinnaker to heavy working 
sails. 


Number 7866 1.50z.sq.yd. (1.2 0z. 28% inch) 
7847 1.90z.sq.yd. (1.5 oz. 28% inch) 
7821 3.80z.sq.yd. (3.0 oz. 28% inch) 
7878 4.7 0z.sq.yd. (3.7 oz. 28% inch) 
7898 S.5o0z.sq.yd. (4.4 oz. 28% inch) 
7822 6.80z.sq.yd. (5.3 oz. 28% inch) 
7823 8.7 0z.sq.yd. (6.8 oz. 28% inch) 


Note: Cotton cloth is usually rated by 


ounces per running yard of 28% inches. 


THE FE uplan— CORPORATION 


LARGEST PROCESSORS OF NYLON 





Orders for Nylon sails should be placed with your usual sailmaker. 
For a free sample of this proven Nylon sailcloth write to Duplan. 
See this fine sailcloth used by thousands of the best yachtsmen. 


THE DUPLAN CORPORATION 


912 SEVENTH AVENUE - NEW YORK 18, N.Y. 





and apply for entrance into the Gulf Y.A. The group expects 
to begin work on the clubhouse soon. The temporary com- 
mittee assisting Bell in the formation of the organization 
includes Charles Breath, Jr., Ed Brignac, N. L. Carter, 
Lucian Gex, John McDonald, Leo Seal, E. N. Spence, and 
Joe Helleher. 


® George S. Clarke was reelected commodore of the South- 
ern Y.C. at the annual meeting on Mar. 31. Other officers 
elected to serve during the year include F. Evans Farwell, 
vice commodore; Davis S. Wuescher, rear commodore; J. 
Ben Ravannack, secretary-treasurer; G. Shelby Friedrichs, 
fleet measurer; and Dr. John B. Gooch, fleet surgeon. Mem- 
bers of the governing committee are Gilbert T. Gray, Rich- 
ard G. Jones, J. M. Kinabrew, Jr., Edwin G. Pinac, Louis 
V. Rand, J. Gilbert Scheib, Garner H. Tullis, and Arthur 
C. Waters. 


® The Pan-American Sports Show takes place April 5-10 
at New Orleans. 


MASSACHUSETTS BAY FLASHES 
By Leonard M. Fowle 


& Three important announcements have recently been forth- 
coming concerning long-distance races under the sponsor- 
ship of Massachusetts Bay clubs. . . . Boston has changed the 
starting date of its Halifax Race from July 16 to July 23, to 
allow additional time for boats competing in the Annapolis 
Race and the Cruising Club of America’s annual cruise to 
reach Marblehead; Chairman James P. Parker of Eastern 
Y.C. announces that the New London-Marblehead Race for 
the Gerard B. Lambert Trophy will be held June 25, the day 
following the Harvard and Yale crew races; and the Savin 
Hill Y.C’s overnight contest will be sailed June 18, over 
the famous Massachusetts Bay triangle. 





Pm Eastern Y.C’s 1949 schedule includes 11 open champion- 
ship races, a special regatta on May 30, and two or three 
weekend cruises. The traditional annual regatta for the 
Puritan Cup will be sailed July 2, to be followed by an 
annual cruise starting at Boothbay Harbor on July 4 and 
visiting six Maine ports before disbanding July 10. The 
grand handicap race for the Guy Lowell Memorial Trophy 
will be sailed at Marblehead July 17, and Eastern will 
defend the historic Manhasset Bay Cup in a 210 Class 
match Aug. 15-17. 


> The open championship racing at Marblehead will start 
June 4, under Corinthian colors and conclude under East- 
ern auspices Sept. 17, giving a 23 race competition. 


> Ray Hunt’s new Javelin had her first trials off Marble- 
head on Feb. 20, with a sizable number of yachtsmen on 
hand for the double “take” of this trial and the intercolle- 
giate regatta under the auspices of the Marblehead Frostbite 
S.C. Hunt expressed himself as well pleased with the per- 
formance of this new sailing craft, which showed extraor- 
dinary speed in moderate airs, especially off the wind. 


> The performance of Gilbert Verney’s Katuna, winner of 
the Cat Kay Race, in southern waters was being closely 
watched by local yachtsmen. In her three major appear- 
ances, several prominent Bostonians have been in her After- 
guard, including designer Carl Alberg, Lincoln Davis, Jr., 
of Marblehead; Francis “Simmy” LeBlanc of Squantum, and 
Lester Henderson of Boston. 


> Blessed with the mildest winter in years, the Marblehead 
Frostbite S.C. neared the end of its season without a single 
postponement. On Washington’s Birthday, a special regatta 
for the Boston chapter of the I.C.Y.R.A’s Afterguard, held 
by this organization, was won by Joseph Boyer, a Harvard 
graduate. 
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w» Elections: Boston Y.C.: Comm. Herbert Atkinson has 
appointed John A. Magoon fleet captain; Dr. Roy Wheeler, 
fleet surgeon; and Rear Commodore Julian Doherty, chair- 
man of the cruise committee. EASTERN Y.C.: Comm. James 
Storrow has renamed Benjamin C. Tower fleet captain and 
appointed Dr. Clark Staples fleet surgeon to succeed Dr. 
Seth M. Milliken, who declined reappointment. MANCHEs- 
TER Y.C.: Haskell Crocker, commodore; Harrison G. Rey- 
nolds, vice commodore; C. Vernon Porter, rear commodore; 
and Alan F. Beede, secretary-treasurer. LIGHTNING FLEET 
No. 165 (Quincy Bay): Wesley Marsh, fleet captain, and 
David Sudrabin, fleet secretary. Mass. Bay SNIPE CLass 
Assn.: Frederick Gross, fleet captain; James Nathanson, fleet 
secretary-treasurer; and William Wilkins, measurer. 


LAKE ONTARIO NEWS 


By Lee Shore 


> National Y.C’s Lightning building enterprise is well un- 
der way, and it is expected all six under construction will be 
ready for launching with the first good weather of spring. 
Tom Barber and son Tim are putting finishing touches on 
their second International 14-footer. After a successful sea- 
son with their initial venture last year they sold her to Ed 
Purcell, and so just had to build another. . . . The Boulevard 
Club of Toronto will have an addition to their Crusader 
Class this season when Bill Stukes’ Cavalier moves over from 
Royal Hamilton. . . . Harvey Bongard, Jack Clapp and the 
Tom Taylor Co. have each presented a new trophy to be 
sailed for at the Lake Skiff S.A. regatta this summer. 


> Under the leadership of Fleet Captain Jerry Castle, din- 
ghy sailors at Rochester Y.C. are looking forward to one of 
their best seasons with upwards of 15 boats. For the first 
time since before the war the dinghy boys (and girls) will 
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be back in their old location, the far corner of the basin. 
New floats have been provided, and instead of having indi- 
vidual lockers they have two community lockers. 


> With their eye on the World’s Championship Star Class 
regatta in Chicago, new canvas is bursting out all over the 
Royal Canadian Star fleet with at least four skippers waiting 
to start breaking in new sails. Larry Metcalfe has taken over 
Bill Smallman’s job of Star Fleet captain since Bill moved 
from Toronto to Belleville. . . . Welcome addition to R.Y.C. 
Star fleet is C. E. (Buddy) Rogers, Jr., and his Magic from 
the Western Long Island Sound fleet. Jack Fogg, former 
skipper of Tantrum has joined the Star Fleet and will crew 
for Jack Dengler in Suzette. 


®& Sodus Bay Y.C. will be host to approximately 20 fleets 
in the Central N.Y. Lightning District Aug. 20-21. Watty 
Skutt of S.B.Y.C. shows no partiality for either power or 
sail—he has just bought a power cruiser and a Lightning. 


> New York State Snipe sailors lined up their summer rac- 
ing schedule and elected officers at a recent meeting in 
Rochester. Richard Shearman of Chautauqua Lake succeeds 
Bill Sweeney, commodore of the association for the past four 
years. Vice Commodoxe is Clark Cassidy of the Olcott Y.C., 
who this summer will sail under Newport Y.C. colors, and 
Ed Rabenstein of Olcott was’ elected secretary-treasurer. 


> Newport Y.C’s fleet of K boats has grown from last sea- 
son’s starter of four to nearly a dozen and a new trophy is 
being donated for this class by Commodore Unbehaun. . 
Newport's Lightning fleet will also have a new trophy this 
summer, thanks to Dr. Missal, skipper of Water Wagon. . . . 
Bob Adams, captain of the Lightning fleet at Crescent Y.C., 
has lined up a full racing schedule for his fleet with three 
races each weekend and many interclub events, including 
the Eastern Yacht Circuit regatta with Crescent Y.C. 


























TWO CENTURY 19 FOOTERS 


FEDERAL PROPELLERS 


EQUI-POISE rates JOO% with Century 











For ‘‘High C"’ performance on 
the high seas ... the stock Equi-Poise 
is the selection of Century 

and the vast majority of fine 
pleasure craft builders. 

America’s No. 1 fine pleasure craft 
wheel is jewel-smooth in both 
appearance and performance, and 
so strongly built of special 
alloys that it will give perfect 
service for much more than the 
average propeller life. 


4 
IN ALL SIZES UP TO BL 


GRAND RAPIDS 3, MICHIGAN 
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* | LAKE MICHIGAN BREEZES 


RACING OR CRUISING-SHE’S GREAT! By Harold F. Wood 


> Despite what appeared to be one of the most successful 
_ regattas in recent years last summer, the Chicago Daily 
| News is not sponsoring another. This will be a great loss to 
| Lake Michigan yachting as it naturally received much pub- 
| licity and was the greatest public yachting spectacle of each 
season. Although the race was run and judged by yachtsmen 
themselves, critical letters direct to the paper from both 
contestants and officials are said to have been a factor in 
the decision. 





> Lawrence Masters, Jr., ex-president of the Chicago Ma- 
rine Chamber of Commerce and with his father, head of W. 
L. Masters and Son, marine supply house, addressed the 
National Association of Boat and Engine Manufacturers, 
New York, in January on the subject of Chicago Harbors 
and did a very nice job. 





& The Michigan City Y.C. started to raise $1,665 for its 
new Viking Room. The project was so successful, powered 
by Past Commodore Bill Blackwood, that a surplus of 
$613.70 resulted. Now the only trouble is that Bill Ahern 
would have given $10,000 instead of the $10.00 he did give 
if the room had only been named “Celtic” (or so he says). 


PILOT CLASS 
PILOT 32’ 11” O.A. Auxiliary Sloop Sleeps four— 
Full Head Room. Designed by Sparkman & Stephens, 
Inc. May we tell you more about this fine class? 





Photo courtesy of Evinrude 


Save Up To $100. 


BUILD YOUR OWN BOAT! 


Easy to assemble . . . everything is fur- 
nished, all parts are precision-cut. Fun 
to build, fun to use, you can row it, 
tow it, use it with an outboard, even 
convert it to sailing. The SEA SHELL 
is light and handy, in the water and out, 
easy to carry on your car... . a ‘“‘natural”’ 
for yachtsmen, youngsters, duck hunters 
and fishermen. Money back guarantee. 


See Your Dealer — He Sells Sea Shells 


Hagerty, 1 Border St., Cohasset, Mass. 


(1 Send free booklet; name of nearest dealer. 


(1 Send Sea Shell freight collect. Enclosed is $35. 








& The Wilfred Sykes, new ore carrier being built by Inland 
Steel, will be 678’ by 70’, have a capacity of 20,000 gross 
tons and travel at 16 m.p.h. If these boats get much bigger 
the smaller sailing classes may lose confidence in their rights 
under the rules of the road at sea. 


> Bob Strassman of the South Shore Y.C. of Milwaukee has 
bought the Q boat Questa in the east and will sail her home 
from Marblehead in May or June. Questa is 50’6” overall 
and was designed by Herreshoff and built by Graves in 
1929. She is said to resemble Hope very closely and is ex- 
pected to cut quite a figure in local racing this season. 


> A complete schedule of races to be held under the aus- 
pices of the L.M.Y.A. appeared in the February Spreader. 


NEWS FROM BRITAIN 
By Bill Smart 


> The severest handicap on British yachting, harsh timber 
restriction, has been lightened. Until now it has been almost 
impossible for a British yacht yard to get enough timber to 
build a yacht for home use unless the yard was almost at a 
standstill or on the point of folding up completely. Then 
timber was granted under a so-called Hardship Scheme. 
Firms can now have enough wood to keep running instead 
of enough to avoid stopping. 


> Generally rated as the most august fraternity of cruising 
men is our Royal Cruising Club. Unlike its opposite number, 
the Cruising Club of America, the R.C.C. devotes practically 
all its activities to cruising. However, it is in a way the 
British counterpart of the C.C.A. and now it has come up 


| with a British equivalent of the Blue Water Medal, the 


R.C.C. Medal for Seamanship. Like the Blue Water Medal, 
intention is to make the award to any national for an out- 
standing exhibition of seamanship. 

The medal itself, which has been endowed by F. Mere- 
dith Wren, is an attractive fellow to the Blue Water Medal. 
Main motive of its design is the seal of Lord Howard 0: 
Effingham who was Lord High Admiral at the time of the 
Spanish Armada’s threat to these shores. That is why it 


bears the date 1585. 
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; 4 App, _|| For Old Hands, New Hands, All Hands 
ua, | TOP-SIDER SAFETY! 


Ss Al LM AIS E RS a These famous slit soles “squeege’”’ each footstep dry 








pi and safe—important when every step can be a hazard 
BS IT Y ! SL AN ) y. under way or at the mooring. Built-in safety protection 
N.Y ot for the life of the shoe. 
. e . 


COMMODORE 


New in blue! Casual Top- 
Sider with stiff shank 
support, wedge heel, 
cushion insole. Hand- 
some! In faded blue 
denim or white duck. 
Men’s sizes 5 to 13; half 
sizes 5 to 12. Women’s 
sizes and half sizes 3 to 9. 


8.50 


You'll fnd THIS mark 
at the tack of 


the WINNER’S sail! 














“Cape Cod” Minx Cat Wise! cated 


Saat ee is a 
. . Razor-fine slits result in bare- 
A safe boat for beginners—only one sail to foot flexibility. White—in 
half sizes. Men’s 6 to 12, wide 
only. Women’s 4 to 9, narrow 
only. Brown—narrow or wide 
—in half sizes. Men’s 6 to 12; 


looking little yacht. Popular for sail instruc- weet ‘ee, 14.50 


handle. Fast and maneuverable, the Minx 


Cat has a roomy cockpit and is a fine 





tion and day sailing. Brown 13.95 





THE ORIGINAL ANTI-SLIP SHOES 
Designed by a yachtsman for yachtsmen 


Write for illustrated 
folder. | 


Day sailers from | 
13’ to 28’. 


oa Fe | 


wARHAM SHIPBUILDING CO. | 
















SPERRY 
At your dealer or direct 


Sperry Top-Sider 


11 Main St., Beacon Falls, Conn. 











* Largest Builders of Small Sailboats in America + 











PORTABLE RADIO & DIRECTION FINDER 


with the Famous 
LEAR RADIO 
inc. 
$87.50 batteries 
Seven Tubes, super het. AC-DC— 


200 hr, battery, 3 bands, sensitive, 
selective. 195-410 K.C. marine 





World Famous 


directional reception. Price plus 


y 4 EASY TO ASSEMBLE 
ie in mahogany (instead NEW 1 949 LINE as 8 MODELS 


of air. luggage type illugtrated) 







and aircraft beacons: 500-1500 
K.C, broadcast: 2200-6200 K.C. 
marine. 5 in, speaker, headphone 
and mic, jacks for interphone. 
Built-in loop for direction finding. 
External antenna conn. for non- 














$12.50 extra. Money back guaran- New 1949 line features many new 
tee. Immediate delivery. | DINGHIES! models offering increased perform- 
MASON-BOWLES TNTEXYoPV oy ance and greatly simplified assembly. 
Designers and manufacturers = Low prices! 8 ft. Dinghy $34.50, 16 
1216 Industrial Trust Bldg. fol Ub g:Toy:¥ deh 34 ft. Runabout $159. Dinghies, Skiffs, 
P.O. B -Y, eee fishing and speed boats for the home 
i anpiaiseaeitenall PAU TOUR puitder . . . 8 to 18 ft. 
EN Ee MESSE — ie EASY TO BUILD ... ALL PARTS PRE-CUT, 
FRAMES PRE-ASSEMBLED 
THE 1949 Only the simplest tools are required. Simplified building 


D @) L ra » d Ni SEND 24 ult) FOR LITERATURE, ew $1.00 for 
As shown — $325 ! BOAT PATTERNS - BLUE PRINTS 


e e e , 100 Modern designs by Deed, Lord, Cran- 
With Mainsail only — $295 dall, ete, Planked-stee|-plywsod, ali types, 
} ? » 6 to 35 ft. Detailed blueprints, full size 

; moor patterns. SEND 35¢ (coin) FOR 


156 Overall — 4'9 Beam ; Me oe Pies ae ee plus beok- 
Everdur Screw Fastened 


Bronze Fittings 

















Pivoted Metal Board with Winch - . » and boat bullding lum- = 7 Send $1.00 for 250 page 
ber. Stock list 10¢. Send 50¢ Boat Builder’s Guide. 15,000 
for list and handbook “Ply. / items, pictured, priced and 

KENNETH B. MILLETT wood Hints,’’ [ s=: deliverable, 


Island Creek Boat Shop 
Oxford, Maryland 


y) 


<. ve & stern drives, Reverse | a Conversion 
Builders of the PLYLITE* PRAMS , its, engines, ete. Send 50¢ (coin) for catalog, 
% 





or $l. 00 for catalog & booklet ‘“‘Conversion Hints.’’ 





* Registered 
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THE PRICE 
B A Cc K U i $3,200 $7,900 
J, © h According to Power 
tsnerman Plant and 
20’ and 26’ Models Accommodations 
Single, Twin or V-Drive Chrysler Powered 






FAST — DRY — SAFE — LIVABLE 
BACKUS BOAT CO., Ine. 
BOX 471 FORT PIERCE, FLORIDA 


; Two Generations of Quality Boat Building 
Repairs and Storage. Folder on Request 


reret 


STAY-TITE MARINE PRODUCTS 


* tach baa ee COM- al eg XXX CEMENT—for 
oo verage per : 
pound. Mahogany, gray, or black. * cate, ae siglcsccnioang 
* RE VA- 
* STAY-TITE WATERPROOF GLUE i aan Hg gee saa 
—not affected by moisture, growths, 


% STAY-TITE SEALER—stops leaks * STAY-TITE MILDEW PROOFING 
in deck seams, Remains pliable. —stops mildew and fungus, 


& STAY-TITE WOOD CRACK FILL- *% STAY-TITE GEAR LUBRICANT. 
ER—for floors, walls, tile, ete, » RUSTGO—Rust Remover. 


Your Marine Supply dealer carries Stay-Tite products, 
or can get them for you—see him now. 


STAY-TITE PRODUCTS CO., Dept. Y, 3107 Detroit Ave., Cleveland 13, 0. 

















AHOY! 


You Can 
Do the Job 
Better with 
























REYNOLDS 


oo 
man 








Atuminum 





REYNOLDS 
ALUMINUM BOAT 


Does 25 mph with a 10 hp motor. 
Rows easy, too! 12’, one-piece hull with 
welded-in transom. Extra thick, 
marine alloy aluminum; rustproof; 
minimum maintenance. No hull rivets 
to work loose, no seams to caulk. 
Special buoyancy material. Virtually 
unsinkable. Quiet for fishing. Stays cool 
in hot sun. Roomy. 56” beam. 

Weight about 150 lbs. Write for details. 


REYNOLDS METALS COMPANY 
(Export Div., 19 E. 47th St., N. Y., Cable “FOILWAX”") 


Pe ee ae ae ae ae ee Ge ee ae ee oe Ge Ge Ge Ge Ge Ge Ge Ge Ge ee Ge Ge Ge Ge Ges oe Ge oe Ge ae Ge Ge Ge Ge Ge Ge Ge oe oe oe oe oe oe oe ee oe oe ee ee oe 3 
REYNOLDS METALS COMPANY 

Marine Div. 2053 South Ninth St. 

Louisville 1, Ky. 


Please send me full information on Reynolds Aluminum Boat. 





The ideal auto-top boat. 
Roomy comfort, ample 
space to stow your gear 
...yet it rides easily 
on any bar-type carrier. 











YACHTING 


> For many years the Royal Cruising Club’s own trophies 
have marked outstanding cruises. In the years 1946 and 
1947 conditions restricted the scope of log entries and even 
the premier award, the Challenge Cup, went for passages 
that did not go far from home waters—good cruises but of 


| modest scope. 


In the awards just announced for last year’s sailing, en- 
tries were very much back to the old high level. Most no- 
table, perhaps, was the 2,660-mile cruise of a 22%’ cutter 
without engine. This little boat, Salamet, sailed from Port 
Said homeward bound, reaching Portomao in 115 days, 
after headwinds and considerable bad weather. For that 


| cruise she was awarded the R.C.C. Challenge Cup. 


Another small boat, Mischa, a 28-footer, won for Tom 
Worth, son of a former Grand Old Man of the R.C.C., 
Claude Worth, the Claymore Cup. He began his 2,017 mile 
cruise in Mischa with a racing start in the R.O.R.C’s Har- 
wich/Kristiansand last year, and apparently he kept up 
something like an ocean racing pace throughout. In forty 
days he visited Norway, Sweden, Denmark and Holland 
and returned to Britain. 


> In the news discussions about racing, one sometimes for- 
gets that even among our local yacht clubs who actively 
race there are a number of hard bitten cruising men. Some 
amazingly good cruises were put up recently by the Royal 


| Forth Y.C. for competition. It was your correspondent’s 











privilege to read both the logs and the judge’s report. That 
judge was Blondie Hasler and his comments were almost as 


| interesting as the cruises. 


First award was made to Zerita, a Dragon, an 18-footer. 

Zerita went coastwise in Scottish waters. Of her per- 
formance Blondie Hasler says: 

“This cruise of nearly 600 miles in a Dragon seems to be 
in the best of modern tradition. Having formed an ambitious 
plan, the owner made careful and detailed preparations to 
meet every eventuality and, as a result, was able to follow 
it through successfully, though not without a lot of sus- 
tained effort and physical discomfort.” 


DETROIT JOTTINGS 
By George E. Van 


> Yacutinc’s Alf Loomis got something close to a terrific 
response from the local group of Mackinac racers when 
he suggested right out in print that it would be dandy if 


| Baruna, Malabar XIII, Mistress, and Nifa and any other 


windwagon, would try the Port Huron- and Chicago-Mack- 
inac Races this summer. Dr. Tom Sage, commodore of the 
Bayview Y.C., the outfit running the Port Huron Race, 
pointed out that Detroit boats have sailed in everything on 
the Eastern seaboard in recent years, and it’s high time 
some of the salty lads came out here to play. 

While the subject is still cooking, it is apropos to suggest 


| it’s high time for the Navy to show its flag in yachting on 


the Great Lakes, and this summer would be as good a 
time as any. 


> The Detroit River Star Fleet will begin an active cam- 


-paign with the Great Lakes Championships, July 31-Aug. 


5 to be held at Cleveland. The following weekend the 
Detroit boats will be in St. Joseph, Mich., for the Michigan 
State Championship series. One week later, Aug. 21-27, the 
World Championship regatta will be held off the Sheridan 
Shore Y.C., Chicago. If, by this time, the Detroit group 
hasn’t had enough racing, the more hardy will begin trail- 
ing to Toronto for the Canadian Championship series. The 
finale will be the Detroit Y.C. Sweepstakes regatta in Sep- 
tember. 

Missing from Star competition this year will be former 
Fleet Captain Fred Runnells who won the 1948 Fleet 
Championship. He is selling his Brat and will seek laurels 
in the 110 Class. 
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THE "MUSKOKA" 


16 ft. Sloop Rig Dinghy— 
the family boat with racing 
lines. This is one of 10 
superb models, from 12’ to 
30’, built by Sail-Craft. 


Write for your illustrated 
literature today. 


Dealer enquiries invited. 


Sail-Craft 
COMPANY 
LAKEFIELD, ONTARIO 


CANADA 























DISTRIBUTORS AND WHOLESALERS 


Marine Hardware and Equipment 
Brass Joiner Hardware 
Large Warehouse Stock for Immediate Delivery 


- 64 PRONT STREET ¢ NEW YORK 4, N. Y. 



















FITTING OUT TIME IS HERE 
IMPROVE YOUR PERFORMANCE WITH 


A SAYBROOK RIG 


FOR STAR 
LIGHTNING 
and COMET 


Stainless Steel Tangs, Rigging and Halyards Select Sitka 
Spruce Laminated Masts and Booms 


SAYBROOK YACHT YARD, Inc. 
SAYBROOK, CONNECTICUT 




















42° 0" L.OvA. 
12’3” Beam 
3’3” Draft 


38° L.W.L. | 
| 


Power Cruiser 











© Preliminary plans for this cruiser are designed about 
a basic hull and include the enclosed bridge model 
shown, a flying bridge sport fishing model, and varia- 
tions of both. 

© Single or twin engines may be installed. 

© Firm estimates have been Sub mitted. 
© Inquiries welcomed. 


HENRY A. SCHEEL, Marine Architect 
JOHN V. LEONARD, Auseaie Naval Architect 
114 Liberty Street, New York 6, N. Y. Phone DI 9-0594 
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You'll KNOW where you're going... with 


KENYON PORTABLE 
MARINE SEARCHLIGHT 


A powerful, light weight, marine 
searchlight that picks up buoys and 
moorings at remarkable range. 


® Solid 1/2 Mile Beam 
} © 80,000 Candle-power 
© Sealed Beam Bulb—6” Diameter 
| © 15 Foot Rubber Covered Cord 
Water Proof Plug and Deck Outlet 
Trigger Micro-Switch 
Illuminated Sighting Vane 


No. 91—( 6 volt) $15.00 ea. 
No. 92—(12 volt) $17.25 ea. 


Found aboard the finest 
yachts in the world. The 
Kenyon Marine Protractor 
has eliminated the necessity 
of making any calculations 

- €rrors are virtually im- 
possible . . . determines a 
course instantly, accurately 
and easily. 


© Chrome Plated Brass 

® Strongly Constructed 

© Heavy Enough to Hold 
Down Charts 

©@ Handsome Mahogany 
Case 


KENYON MARINE PROTRACTOR 








No. 281—$18.50 ea. 


"Sh ew. 


STRUMENT ot ; 
HUNTINGTO 


PNEC, 
NE SSHAO Nests NR: 









For lighting and other marine needs 





Kohler Electric Plant 3A3, 3KW, 115 volt DC. Automatic 
start, stop. Length, 3934"; width, 16%"; height 36%”. 


KOHLER 


Electric Plants 


Efficient - Compact + Quiet » Automatic 


In models specially designed for marine service, Kohler Elec- 
tric Plants are a reliable source of electricity for general light- 
ing, searchlights, ship-to-shore communications, winches, 
pumps, radio, galley appliances on yachts, cabin cruisers, 
sailing vessels and work boats. They are built for heavy duty, 
operate with minimum vibration, and are easy to install and 
care for. Direct-from-generator-service models from 750 watts 
to 10 KW;; also 32 or 110 volt battery charging models. Write 
for illustrated folder C-10. Kohler Co., Kohler, Wisconsin. 
Established 1873. 


KOHLER or KOHLER 


PLUMBING FIXTURES e HEATING EQUIPMENT e ELECTRIC PLANTS 
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Three-Way Combination that Assures 


Sit Muijilir 


FAT H @) M ET E Rr. J re provides sure, 


safe protection ... indicates the water’s depth .. 
gives warning 6 shallows, hidden reefs and niles 
. identifies underwater landmarks enabling you 
to pick channels and harbor entrances regardless 
of weather conditions ... locates ledges and runs 


where fish are found. 
*Reg.U. S. Pat. Off. 








CAPE COD NAVIGATOR{ 


Here’s a modern naviga- 
tors’ aid that enables you to 
get a “fix” in fair or foul 
weather by taking bearings 
on two radio beacons or 
regular broadcast bands. 
Built-in Compass permits 
one man operation. It is a 
rugged dependable unit 
built to stand up under all 
conditions. 


RADIOTELEPHONE 

This powerful and versa- 
tile radiotelephone gives ex- 
ceptionally clear transmis- 
sion and reception. It en- 
ables you to talk to other 
ships, coast guard, home or 
office. All components are 
specially selected or pro- 
tected to withstand salt spray 
and corrosive salt action. 
Fourteen models to meet 
every need. 


tCape Cod Navigator is the trade mark of 
the Submarine Signal Division. 


SEF YOUR NEAREST DEALER 
or mail coupon, today. 












SUBMARINE SIGNAL DIVISION 
RAYTHEON MANUFACTURING COMPANY 
Dept. 522, Waltham 54, Mass. 

Gentlemen: 


Please send full information concerning: 
Fathometer Jr. ¢ ) Cape Cod Navigator ( ) 
Radiotelephone( ). 

Name. 


Address. 














YACHTING 


HOW TO REEF 
(Continued from page 73) 


is rolled down, otherwise it will have unsightly wrinkles 
when hoisted. 

If you are starting out on a day when it looks as though 
the wind might lighten and you need two reefs in the 
beginning, it is an excellent idea to tie in one reef over the 
other so that as the second reef is shaken out you will find 
the first reef ready for use. 

When the time comes to shake out the reef, it is not 
necessary to lower away if you are under sail. First cast 
off all the reef points or unlace the lacing line. Be sure that 
every reef point is untied, otherwise your sail will be torn 
when it is hoisted. If you have a topping-lift take up on it 
to take the weight of the boom before casting off the leach 
earing and the outhaul. If you have no topping-lift it will 
be advisable to make this the last operation in shaking out 
the reef. Ordinarily, it is recommended that the leach 
earing be cast off before the tack earing. The man who goes 
forward to take up on the halyard can then cast off the tack 
earing at the same time. A word of caution—never fail to 
shake out your reefs after making port, particularly if the sail 
is wet, unless you are reconciled to finding your sail mil- 
dewed in the morning. Reefing never did the set of a sail 
any good and the less time the sail is left reefed the better. 

If you are reefing under way, unless under conditions of 


| extremely heavy weather, it is not necessary to lower the 





sail entirely. Get the boom down on the gallows frame or 
boom crutch and secure the sheet so that it will not move, 
and follow the same sequence of operations as outlined 
above. If the weather is really heavy, it is better to get the 
sail down entirely and run off under the jib while the reef 
is being taken in. 


NEW UNIVERSAL 45 HP. MODELS 


& The Universal Motor Co., Oshkosh, Wis., has announced 
a new series of 45 hp. 4-cylinder marine motors which will 
bear the name Blue Jacket Flexifour. Replacing the former 
40 hp. Flexifour, the new model is a slightly higher speed 
motor developing 45 hp. at 3800 r.p.m. It has a bore of 3” 
and a stroke of 3%” with 99 cu. in. piston displacement. The 
greater horsepower is the result of improved manifolding, 
larger high-speed marine type carburetor and a higher com- 
pression ratio. 

The new Blue Jacket Flexifour is available in electric 
starting or magneto ignition models, and with direct drive 
or with built-in reduction gears. Although standard models 
will be constructed of chrome-nickel alloy iron, aluminum 
models providing a weight reduction of approximately 20% 
will be optional. These new high-speed models were devel- 
oped primarily for runabout and fast open boat use for 
which they are extremely well suited. 

Boat owners may see the new models at their Universal 
dealers soon. Meanwhile, complete specifications and infor- 
mation in the form of a new 2-color bulletin are available 
from the Universal Motor Company, 312 Universal Drive, 
Oshkosh, Wis. 


The new Universal 
Blue Jacket Flexi- 
four is well suited 
for runabout and 
fast open boat use 
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SHIPSHAPE 


“ atl ow date ott 
ravoremys and ote) 





IN YOUR NEW...31 ft. 


Soundmarine SLOOP 


Shipshape is exactly the word for the SMS-31! A product 
of much experience on the part of both designers and 
builders, sailormen all, she is beyond doubt the most 
complete auxiliary of her size afloat. Sleeping four in two 
cabins, with plentiful headroom in all vital quarters below 
decks, she is also a comfortable single hander and lively 
stepper—carefully planned in every detail—drawing 3’ with 
board up. 


Built by 


THE SOUND MARINE CONSTRUCTION CO. 


GREENPORT, L. I., N. Y. 


Builders of the Best in’ Boats — Power, Auxiliary, Sail 











“NIMBUS” Owner and Skip- 
per, Magnus Pedersen, Winner 
Atlantic Coast Championship, 
1948. Winner Atlantic Coast 
fo Championship, 1946 with 
“Valhalla.” 

Snipe Class World’s Championship 
won by Brothers Vilar Castex 
from Argentina in Palma de Mal- 


lorca, Spain in 1948, with Larsen 
Sails used exclusively. 


Tops in sails for any class or 
size craft. 


LOUIS J. LARSEN 
Yacht Sailmakers 
50 WARREN STREET 
NEW YORK 7, N. Y. 
BARCLAY 7-5679 
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... from California’s finest 
Sportswear stores—write 
for teriporary catalog sheets. 


PHELPSeTERKEL 
5552 WILSHIRE ° LOS ANGELES 36 










HART and BURNS Inc. 


WManubaturers oh DURAHART Prsteciive Comings 















with a 57 year 
reputation for 
comfort, style, 
J 
quality 
No. 35Y YACHT 
CHAIR—Mahog- 
anitone or natu- 
ral frame, brass 
or chrome - on - 
brass hardware. 
No. 40Y YACHT 
CHAIR—Mahog- 


anitone frame, 
brass hardware. 










































































See the complete Marine line—and 




















1713 Packard Ave., Racine, Wis. 

























Folding Furniture 
No. 29Y STOOL 
—Light, sturdy, 


handy. Mahogani- 
tone frame, 








No. L38Y PILOT 
SEAT — Quick 
folding seat stows 
easily. Brass 
hardware. 











Yacht Chairs 


Here are marine chairs you'll be glad to have abcard! 
Their sturdiness, trim appearance and compactness 
have made “Gold Medal” chairs favorites since 1892. 


chairs, stools, 


cots and umbrellas for boat, lawn and home—at 
your dealer. Gold Medal Folding Furniture Co., 


‘GoLD MEDAL 











MEMO On Board “Simavon” 


Cupr h s 

















vocated flowing in Cuprinol 











before actually filling the 
painting. 
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kept well painted or varnished. 


Oak anywhere about a boat is particul- 
arly susceptible to checking if not 


Where 


the surface is a flat one, I've ad- 


at fitting 


out time and allowing it time to dry 


check and 


g 








YACHTING 


WATERFRONT NEWS 
(Continued from page 64) 


SKANEATELES CONSTRUCTION KITS 


PA sure sign of the growing interest in boat construction 
kits for amateur building is the fact that Skaneateles Boats 
Inc., of Skaneateles, N.Y., is now offering its entire line 
in semi-finished form only. In the past decade, Skaneateles 
has built thousands of one-design sailboats. The company 
will now concentrate on those steps in boat construction 
most difficult for amateur builders and let the yachtsman 
do the rest. 

The Lightning, for example, is available in three stages of 
completion ranging from a mere skeleton to a planked hull 
with all parts such as seats, floorboards, coamings, etc., pro- 
vided for easy assembly. All other items such as center- 
boards, mast, hardware, rigging, sails, etc., are available 
from the company. The amateur builder may buy as little 
or as much as he wishes, with corresponding savings. Skan- 
eateles feels that the biggest problem in connection with 
home or amateur building is the lofting or laying down and 
taking off of the lines. Therefore, they offer all kits in a form 
which makes this unnecessary. To facilitate building, the 
kits come complete with detailed drawings, with all parts 
numbered. 

In addition to the Lightning, kits for the Skaneateles 
Gypsy which is a 19’3” cabin sloop resembling a Lightning, 
the Comet, Bantam, Penguin and a 13’ outboard runabout 
are also available. Complete kits cost about a third less than 
a finished boat; the incomplete kits offer correspondingly 
greater savings. 





Construction _ kits 
|come_ complete 
| with detailed draw- 
_ings, and all parts 
| numbered 















DOCK BUILDING MADE EASY 


> If you contemplate building a dock, you may be inter- 
ested in Perma Dock Metal Brackets made by Central Ma- 
chine Works Co., 1202 Central Ave., Minneapolis 13, Minn. 
They come in two sizes for 1%” and 2” steel pipe. Dock 
sections are built using 2” x 4” side sections not over 10’ 
long and 1” x 6” cross boards 30” to 36” wide. The brackets 
are then bolted onto the ends. 

To erect the dock, place a rowboat parallel and close to 
shore and lay the first dock section across it with end brack- 
ets on the land edge. Slip pipe through the outer brackets 
to prevent the boat from drifting and then drive the short 
pipes on the land end with a sledge. Next, with the boat 
supporting both you and the dock section, walk out and 
drive the outer pipes. Other sections are installed by re- 
peating this process. Any desired angle or T-shaped dock 
can be built by using Perma Dock corner brackets. The 
company states that docks built in this fashion cost from 
$15.00 to $20.00 per 8’ or 10’ section, including lumber, 
pipe and Perma Dock brackets. For a circular and full infor- 
mation write to Central Marine Works Co. 






For WOOD - FABRICS - ROPE 


At Marine Supply Stores 
CUPRINOL 
River Street 





Division, Darworth, Inc. 
Simsbury, Conn. 








Any desired angle 
or T-shaped dock 
can be built 
































APRIL, 1949 





eceveveve0e08 8 eee ee @ 

r 

o 

» 

2 

@ 

3° 

r 

® 

e 

° Here’s what Frank P. Huckins, President 

2 of Huckins Yacht Corporation, Jackson- 

e ville, Florida, builders of the famous new 

i yacht “Bubbles,” has to say about the 
Photo-Electric Pilot: 

” “Steers more accurately than is humanly 

° possible to steer by hand... in inland waterways with 

e narrow channels, through wide lagoons, the Photo-Electric 

e Pilot maintains a straight course, keeping the boat exactly 

» in the axis of the channel. 

* 
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“In the fall of 1947, I ran into a Florida hurricane. Run- 
ning under intolerable conditions, with the spume and the 
rain reducing visibility to less than a hundred yards, had it 
not been possible for me to steer with the Photo-Electric 
Pilot, while examining charts, laying courses, and peering 
for beacons, we might likely have been carried ashore.” 


Many of Huckins’ famous yachts built during the last 10 


years have been equipped with the reliable Photo-Electric 
Pilot Automatic Stéering. 





Bee 


PHOTO-ELECTRIC PILOT CORP. 
2416 Second Avenue 
Seattle 1, Washington 


ELECTRIC PILOT. 


Y-4 


v4 


PHOTO-ELECTRIC PILOT 
Gives “Bubbles” Dead-On Steering 


Please send me information on PHOTO- 


Type) .Gr (boat.:......0..5: Length.:...<2.... Approx. 





/ JERSEY 
SEA SKIFF 


BY EGG HARBOR 





REASONS YOU'LL LOVE THIS BOAT: 


28’3” of honest value, stem to stern @ 9’ Beam @ 28” Draft @ Cedar on Oak 
@ Carvel-built @ Everdur Fastened @ Wood Plugged @ Cabin sleeps two 
@ Excellent Visibility @ Ample stowage @ Large open self-bailing cockpit 
@ Chrysler Crown 110 H.P. @ Cruising Speed 15, top 21 m.p.h. @ Noted for 
steadiness at sea and unusual maneuverability. Write for 100 more specifications, 
names of representatives. 


EGG HARBOR BOAT CO., INC. __Egg Harbor City, N. J. 














: WHY? 
ap WHEREVER YOU LOOK— 
IT'S SERIES 71 


GENERAL MOTORS DIESEL 


GENERAL MOTORS 





| |] DIESEL 
|| POWER 














: THERE MUST BE A REASON! 
| SALES e SERVICE © PARTS e ENGINEERING 


DIESEL MARINE & EQUIPMENT CORP. 
1314 CLINTON ST. HOBOKEN, N. J. 
Phones HOboken 4-2000-1 














Here’s Ohe Exciting 
NEW BORGER CRUISER 
e 53’ VEE FORM 


e ALL STEEL HULL 
e ELECTRIC WELDED 
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ASK FOR COMPLETE DETAILS NOW ! 








OTHER BURGER AUXILIARY 

CRUISERS SAILERS 

wood; V bottom steel or wood 

40’ round bottom 

steel or wood 52! 90' 

round bottom : 

50’ 60 

57’ 69 

67’ 77 


Os Se Coe a Sen: Orn ee On a 





MANITOWOC - WISCONSIN 








HACKENSACK 


STAINLESS STEEL 
YACHT RIGGING ROPES 


PREFORMED 
Famed “18-8” Quality 


Your Boar DESERVES THE BEST 


ff. 


Send for Bulletin YR322 








HACKENSACK @ceé-¢? CORPORATION 


WO Orchord Street, Hackensack, New Jersey 











BLECTRIC 


LIGHT «-- POWER 


for all craft! 


MODEL 
O4MKH-206R 
400-Watt 
6-8 Volt 


More electric power aboard 
means more conveniences, 
more pleasure, greater safety. 
Onan Marine Electric Plants 
furnish power for lights, ship- 
to-shore radio, blowers, bilge- 
pumps, galley appliances and 
other equipment. Onan plants 
are compact, dependable . 
specially built for marine use. 
Powered by Onan heavy-duty, 
4-cycle, water-cooled engines. 
Many A. C., D. C., Battery 
Charging, and Dual Purpose 
models — 400 to 3,500 watts. 


D.W. ONAN & SONS INC. 
2574 Royalston Ave., Minneapolis 5, Minn. 





YACHTING 


O. T. Havey’s ‘Mary 
B,’’ Northwestern Class 
A champion, as_ she 
leaves the leeward 
mark under the skillful 
hand of Carl Bernard, 
with builder Frank 
Tetzlaff tending sheet 


Kerrigan 


ICE BOAT REGATTAS 
®> After a month of snow trouble, the N.I.Y.A. got a break 


| Feb. 25-27 and completed its 1949 regatta at Menominee, 
| Mich. Top honors went to Elmer Millenbach’s Renegade I1 


which took four firsts to win Class E from 19 other hot 
Skeeters, and went on to run away from the field in the 
Free-for-All. Last year’s winner, Art Siebke of New Jersey, 
wound up in third place, just behind Fox Lake’s 1949 
I.S.A. champ, Eddie Rollberg. 

In Class D, Don Ward’s Rosemary II repeated her victory 
of 1948, as did Bud Stroshine’s Susan Joe in Class C. This 
yacht has been taking Class C for so long that it’s hard to 
recall a. different winner. Bud Coffey brought Miss Jane 
through to dethrone last year’s title-holder, San Wells’ Rita. 

The real news this year was in Class A. For the first time 
since she burst upon the iceboating scene in 1934, the 
famous Fritz, now owned by Jim Lunder, bowed her head 


| and had to take second money. Winner, with three firsts to 


Fritz’s one, was O. T. Havey’s new Mary B. These two boats 
make a team of As that should keep Madison on top in this 
division for a good while to come. 


> After placing third in the first heat on Feb. 5, Phil Haeb- 
ler brought his 22’ Mead Oomph in for two firsts to take 
the Eastern I1.Y.A. Open Championship and repeat his 
historic 1940 victory. At that time he startled the iceboating 
experts by trimming them all with his tiny 18-footer Allez 
Oop, in a gale of wind at Red Bank, N.]. Ray RuGE 


O.B.C. BOATING CODE 


> State legislatures are expected to give serious considera- 
tion to a model boating code developed by the Outboard 
Boating Club of America as a service to all yachtsmen. 
OBC’s model boating code, incorporating the maximum of 
regulation with the minimum of restriction, was drafted to 
protect all who are directly or indirectly concerned with 
the waterways. Based on common sense, consideration and 
courtesy, it covers a range of specific problems. Those law 
makers and officials to whom it has already been submitted 
stated that it can be easily and effectively enforced. 

Universal adoption of the model boating code would 
supplant present day conflicting state laws with a sane 
standard good for all states and for all conditions. At present, 
the lack of uniformity in boating laws in state controlled 
waters has made unintentional violators of many yachtsmen 
who were not aware of laws which exist in states other than 
their own—laws peculiar to that state. OBC’s code aims only 
to regulate boats on state waters; it does not purport to 
alter existent federal laws. It defines the term “boat” as “any 
boat, including rafts, canoes, skiffs, dinghies, row boats, sail- 
ing boats or motor boats less than 26 feet in length” and 
covers such vital factors as speed, traffic rules, lights, muf- 
flers, licensing and inspection. 

One of the most outstanding features of the model law 
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ELECTRIC SANDER 


A Rugged TWO FISTED Portable Sanding Machine de- 
signed by a yachtsman especially for yacht work—Light in 


weight, Speedy in operation, Extremely long lived and 
ECONOMICAL TO OWN. 





SANDS CLOSED CORNERS CLEAN—Excellent on flat or curved surfaces, new work or refinishing— 
ELIMINATES COSTLY HAND SANDING—Uses '% sheet of standard 9” x 11” abrasive paper. 


POWERFUL, COOL RUNNING 300 Watt Motor—Sealed ball bearings throughout—Patented Com- 


pound motion insures most rapid stock removal Plus extra fine finishing. 
See your dealer or write the factory for 10 day free trial offer. 
Price — $87.50 FOB Factory 
JITTERBUG ELECTRIC SANDER—A PENINSULA TOOL 


JITTERBUG SANDER COMPANY, Inc. 
MENOMINEE, MICHIGAN 














SPRING DELIVERY! 
If You Order Now 


"IDLER" 


A complete 25’ L.O.A. auxiliary sloop 
designed by Phil Rhodes. Custom Quality 
at a Moderate Price. 











Details Mail 
etails Mailed on Request Cruiser ee sae 


oat 
HARBOR B 
BUILDING CO- 


LIF. 
Los ANGELES HARBOR, CA 


Designer & Builders Since 1904 


America’s Finest aia 


WEEE: FOR cn 


Hargard Boat & Engine Company 


a-~ MARINETTE ~~ WISCONSIN va 

















LATEST BINOCULARS 


7x50 PRISM 


Manufactured to 
WAY BELOW USUAL 
COST! 


RIGID ARMY-NAVY 
Specifications 





x Obtained through Al- 
Complete with ned Somneetion F rerees, 
ese powerful binoc 
GENUINE ulars present on un 
usual opportun 0 
COWH IDE —— ™ Ye 
ance a $ $ 
LEATHER Made of Aluminum 
odies, are dus 
Carrying Case and moisture proof. 
Mosk Stree and mig ae 
} Shoulder Straps Se a0o 
) Regular Optics pl. 20% 
» $4400 Fed. T 
5 pl. 20% PRISM ng 
{0-Day Mone 
+ ow Fed. Tax Back Guarantee 
© Pay Shtoping Send Check, 
f ace MAGNIFICATION POW Money Ord 
¢ ee Objective Pupil 50 mmr. or C.0.D.” 








NEW YORK 17, NEW YORK 





FRENCH-VAN BREEMS, Inc. DEST. v. CHRYSLER BLDG. 
PE. PPPPPPPPPPLPPPPPP PP 





142 


The Wiley Fox, built of luxurious 
Honduras Mahogany, depends on 
SMITH finishes for sure protection 
and lasting beauty. Since her launch- 
ing, she has been exposed to winter 
and summer weather, to storms and 
sun, to a great variety of water 
conditions. 


But the SMITH BX-127 usedon marine finishing. 


her bright topsides, is one of the 
toughest spar varnishes in the mar- 
ket. It is especially resistant to acid, 
fumes and extremes of temperature. 
SMITH BX-127 is a BakeliteVarnish 
with 100 percent China Wood Oil. 

Rely on SMITH —famous since 
1827. And use SMITH—for all 








YACHTING 








EDWARD SMITH & CO., INC. 


Marine Finishes Exclusively 
11 East 36th Street, New York 16, N. Y. 





is a provision recommending observance of safe operating 
speeds and careful piloting at all times and prohibiting 
reckless driving. This provision states: “Every operator of a 
motor boat shall at all times navigate the same in a careful 
and prudent manner and at such rate of speed as not to 
endanger the property of another or the life or limb of any 
person. Reckless navigation of a motor boat shall include 
operating the same in a manner which unnecessarily inter- 
feres with the free and proper use of the navigable waters 
of the state or unnecessarily endangers other boats therein, 
or the life or limb of any person. Every motor boat ap- 
proaching or passing any canoe, rowboats, sailing vessel or 
bathing beach shall be slowed down to a speed that will 
cause no damage to the occupants of such canoe, rowboat, 
sailing vessel or bathing beach. The provisions of this sec- 
tion shall not apply to a motor boat while actually competing 
in a regatta or boat race.” 

Traffic rules are also simple and understandable in the 
OBC code. This section states simply that when two boats 
approach one another, “head and head,” each shall bear 
to the right; that when boats approach each other obliquely 
the boat to the right has the right-of-way, and lastly, boats 
leaving a dock have right of way over boats approaching. 

Boats are required to have muffling devices, except when 
racing, for the consideration of summer home owners who 
have long complained of the disturbance caused by motors. 

The code covers safety equipment (one life preserver per 
passenger ), the blocking of traffic lanes, overloading, riding 
on decks, and intoxication. It specifies that all motor boats 
shall carry a white light aft to show all around the horizon 
and a combined lantern in the forepart of the boat showing 
green to starboard and red to port. A white light only is 
required for rowboats, sailboats and canoes underway. 

The code is the product of a committee, headed by John 
C. Spaulding, which OBC appointed last year to study state 
laws and write one that would be applicable to all states. 





HINCKLEY TO BUILD OWENS CUTTER 


> A recent announcement by Henry R. Hinckley, of Henry 
R. Hinckley & Co., and C. J. Owens, of the Owens Yacht 
Co., states that they have concluded a building arrange- 
ment in regard to the well-known Owens Cutter. A new 
and improved model of this 40’ stock sailboat will be built 
exclusively by Hinckley at his yards at Southwest Harbor, 
Me. Tools, jigs and fixtures are already being set up in 
Hinckley’s shops, and the first boat will be off the ways 
early in May. 

The Hinckley-built Owens Cutter will incorporate a num- 
ber of modifications and improvements, but will be un- 
changed in basic construction, rig and sail plan, and may 
be raced in the Class without handicap. 

The announcement points out that the Owens Yacht Co. 
is so occupied with building powerboats that its facilities 
can no longer be divided between power and sail. The 
Henry R. Hinckley Co., on the other hand, is one of the 
largest builders of auxiliaries, and has in operation a plant 
designed for the specific purpose of building sailboats. 
Hinckley is currently building his two popular and suc- 
cessful auxiliaries, the 34’ Sou’wester and the 29’ Hinckley 
“21.” The 40’ Owens Cutter is a welcome addition to the 
Hinckley fleet. 


CRUISING CLUB CRUISE 


> The Cruising Club of America has slightly revised its an- 
nual cruise plans announced here last month, substituting 
Manchester, Mass., for Marblehead as a port of call and 
adding Burnt Coat Harbor to the schedule. The dates and 
port of call now planned are: July 17, Hadley’s Hbr., Mass.; 
20, Manchester, Mass.; 23, Pulpit Hbr., Me.; 24, Burnt 
Coat Hbr., Me. 
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New 1949 35 foot Hubert Johnson deluxe Express Cruiser. 


Hubert S. Johnson 


Powered by twin Packards. 


SeenlORS OF EINE YACHFS 


/ 


mer HEAD, NEW JERSEY a 











WALTER 
MARINE REVERSE 

GEARS 
REDUCTION GEARS 
TRANSFER DRIVES 





CLEAN-FLO FRESH WATER COOLING 
SYSTEMS — PROPELLER PULLERS 


Write for information and literature to 


G. WALTER MACHINE COMPANY 


84 CAMBRIDGE AVENUE 
JERSEY CITY 7, N. J. 











Two New Sail Boat Items — 2 Bargains 
Outboard Bracket 
Sheet Snubber 


Track. ov Blathe Bracket Fits in Place sheet 
rs of Rudder on Track or Main, Jib, Spinnaker 


pocesras : Pintles. Patent Pending. ~ —. 

ostemeealile.) SPECIFY TYPE. ‘za 
ee 

pean et \ meat, 

















<— ae ee \\4 “see 
eee 1 MONTH ONLY 
olst fh INTRODUCTORY -— — 
aan) i SPECIAL Y"" Rope 
eet BOTH FOR $1.50 
261 Mi $10.00 F.0.B. Bayside 
dati Patent Pending 





BOTH BRACKET AND SNUBBER FREE 
a with an order for COLLINS LIGHTNING 
F.O.B. is FRAME KIT at $95.00 New Low Price 


<USS COLLINS, 3901-214 St., Bayside, N. Y., 9-1223 








THERE 


SAFETY 


IS ONLY ONE 
US 


Original PRIMUS Stoves are the leader 
in Yacht Stoves because they are— 


DEPENDABILITY 








e SAFER 

e CLEANER 

e FAST HEATING 
e ECONOMICAL 
e RELIABLE 

e COMPACT 





Galley Range No. 527 


Used and trusted by thou- 
sands. No wick—no smoke— 
no odor. This two burner 
range regulates as easily as 
the stove in your home — 
heats as fast, too! Corrosion 
proof throughout. 


The cooker-heater radiates 
cozy warmth quickly and 
steadily for the cabin. Easily 
converted into handy, depend- 
able cooking stove; burns 
safe, vaporized kerosene. 






COOKER - HEATER 
From your dealer — or write 
U. S. Agents 


Sandvik Saw & Tool Corp. 


47 Warren St., New York 7, N. Y. W 


Genuine PRIMUS Stoves 
Are Always Identified 
by this Trademark 


RiP 


the safest stove is "PRIMU 
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Che Famous 65'- Boat of the Year! 


— spacious as average 90’ — 


Isn't she a beauty? Custom built throughout and 
G.M. Diesel powered, this splendid, seaworthy, spa- 
cious yacht will be a source of pride and pleasure in 
any sutroundings, any situation. Beautifully ap- 
pointed; equipped with all modern appliances for 
safety and convenience. Other models 40 to 100 ft. 


Write for plans, full information 


HENRY C. GREBE & CO., Inc 


3250 NO. WASHTENAW AVE., CHICAGO 18, ILL. 











Installed amidships, a Wisconsin Heavy- 
Duty Air-Cooled Marine Engine pro- 
vides sea-going stability that adds great- 
ly to safety and ease of handling in 
rough water. In fair weather or foul, 
you have a highly maneuverable, steady 
craft... a low-cost Motor Boat equipped 
with athoroughly dependable air-cooled 
engine that conforms to all marine safe- 
ty regulations. Ideal auxiliary power 
for your sail boat, too. 


The new Wisconsin Air-Cooled Inboards are available in 
three 4-cycle single cylinder models (4-, 5-, and 61/, hp.) 
and a 12!/, hp. two-cylinder model with reverse gear or 
direct drive. 


Ask your boat builder or marine dealer about Wisconsin 
Inboards ...and write for descriptive literature. 


~ Se R:*, 
‘thats’ ge WISCONSIN MOTOR CORPORATIO 
ae. ry is ey World's Largest Builders of Heavy-Duty Air C 
U iY) . 
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Mokil’s gift to the United States Navy 


THE NAVY’S OUTRIGGER CANOE 


> It isn’t often that the United States Navy gets a ship as 
a gift from a foreign ruler. Mostly, we have been giving 
them away, or selling them for a song. But the tide turned 
on December 1, 1948, when the Under Secretary of the 
Navy, the Hon. John Kenney, accepted a South Seas out- 
rigger canoe, sent as a token of gratitude to the Navy by 
the King of Mokil, a tiny atoll in the Carolines. As the opera- 
tional plans of the Navy do not allow for the employment or 
deployment of an outrigger canoe, Secretary Kenney turned 
the craft over to the Naval Historical Foundation, which 
will display it in Truxton-Decatur Museum, Washington. 

Perhaps you have never heard of Mokil. Before the war, 
however, the finest outrigger canoes in all the Pacific were 
built there. Mokil played no part in the conflict. That is, no 
battles were fought there. But, when the Japs occupied it, 
they immediately banned the making of or trading in out- 
rigger canoes. Canoe building was the atoll’s only industry, 
and the ban was a heavy blow to the morale and the econ- 
omy of the Mokil tribe. When the yellow tide receded, the 
first announcement made by the U.S. Navy officers who 
landed there was, “Carry on.” There was rejoicing in the 
Mokilian “canoe yards.” 

In the summer of 1947, Captain Walter Karig visited the 
islands on a special mission for the Chief of Naval Opera- 
tions. At Mokil Captain Karig received a royal welcome. 
Not satisfied that they had shown enough appreciation for 
their liberation, and for the health clinic the Navy had 
established there, every able-bodied man and boy on Mokil 
set to work to make an especially fine outrigger canoe, which 
they asked Captain Karig to give to the Navy “as a symbol 
of our love” for the American people. 

The canoe itself is modeled exactly after the royal out- 
riggers of Mokil. Carved by hand from a solid breadfruit 
wood log, she has an over all length of 19’ 4”. While her 
draft is 18”, the pea-pod shaped hull has a beam of but 17”. 
The mast, which has more of a rake than a Chesapeake Bay 
bugeye, is 15’ in height, and the outrigger bridge, 18’ long, 
ends in a slim, double-ended pontoon. 

Tacking one of these fast but frail craft is a real art, and 
a fascinating spectacle to watch. Here’s how Vice Admiral 
Carleton H. Wright, Deputy High Commissioner, Trust 
Territory of the Pacific Islands, and’an authority on outrig- 
gers, says it should be done: 

“One man casts off the lashing which holds the end of the 
boom in a step at the bow, walks it aft and secures it in a 
similar step at the other end of the canoe; another mean- 
while adjusts the fore and aft stays to permit the upper end 
of the mast to tilt toward the end in which the boom is 
being stepped; a man in the former bow gets busy with a 
steering paddle—and, with no noticeable slowing, the canoe 
is off on a new tack, the former stern now functioning as 
bow!” E, Joun Lone 
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THe FIRST CRUISKEN wit be LAUNCHED THIS MONTH 


“EUREKA, EUREKA” (I have found it) re- 


sounded throughout the 


covery by Archimedes of the principle bearing 
his name. WE neither have the genius, nor had 
we the sudden inspiration which descended 
upon that gentleman from Greece. 


CRUISKEN is the product of 25 years sailing 
experience by her designer, years of boat build- 
ing by her builders and hundreds of hours in the 


drafting room. 


WE ARE THE PROUD PARENTS-! 


CRUISKEN is 29 8” overall, sleeps four, has 
a large cockpit, will be a delight to sail, costs 


only $4517.00* 


JOIN THE CRUISKEN CLAN 
The first annual pilgrimage will be to Oxford 


this Spring. 


THE OXFORD BOATYARD CO. 


Builders also of The Indian Landing "20", The 
"400", The ChampionShip Comet, The Oxford 
Star, and The 24 Foot Overnight Sportfisherman 


THE PLACE TO GO FOR SPRING FITTING OUT 


OXFORD, MARYLAND 


*Oxford 


streets upon the dis- 








MILDEW STOP 


| Prevents Mildew on Sails, Life 
Preservers, Ropes, Cushions, 


Luggage, Clothing, Books, etc. 


End all mildew on your boat! Mildew Stop protects 
anything—stops mildew, both above and below deck! Just 
spray, dip or brush on. Perfect for sails—cannot shrink, 
stiffen or change texture. 









pokouale Mildew Stop dries quickly, leaves no stain or odor. 
Also used in homes and summer cottages. 








AQUA-CLEAR Stops 
8-oz. $1; Qt. $3; Gal. $8 Rust in Water Tanks 
Drink clear water, even from 
rusted tanks, 1 pt, treats 
1600 gals. Pt., $2; Qt., $3.50. 


At Your Dealer’s, or Sent 
Postpaid Direct from 


SUDBURY LABORATORY, Box 799, South Sudbury, Mass. 



























FOR THE LOWEST PRICED 
165-225 HORSE POWER 
: DIESEL IN THE U.S. TODAY 






r F ; ; 
ir full details about ay 









BEEN JAMIN’S REBUILT-GUARANTEED GRAYS 





BENJAMIN’ S FOR MOTORS 
2009 Mill Ave.. Brooklyn 10. New York 











Exceptional | 
VALUES! 





NEW! HEAVY DUTY MARINE 
EXHAUST BLOWER 







Capacity 455 C.F.M, Used as Port 
Blower on large vessels. Explosion and 
Spark Proof Motor. Housing of Heavy 
Cast Construction. hse operation, 
low poet consumpt 
Gov’t. Surplus 


cost $120.00 


SpEciAL $36.50 


Complete with Spare Parts 





DELCO ‘POWER PLANT * 


12 Volt 
750 Watt ¢ 







surplus 
An excellent Battery Charger. Will 
charge a dead battery within a half 
hour, Push Button Starting, Auto- 
matic Voltage Control and Cutout, 
Magneto Ignition. 


OUR PRICE $95.00 










RELIANCE 
ce . aaee 


f "Viz 
out te: 
(z) “Je . 





For flush mounting, All brass and 
chrome construction. Indicates engine 
RPMs and has engine hour counter. 
Black numerals on porcelain face. 
Choice of dial ranges from 200- _— 
300-3600. Size of dial face 3%”, 
side diameter 5”, 

Regular Price $85.00 


SPECIAL $14.50 








Limited Quantity 


ATLAS BOAT SUPPLY CO., Inc. 


105-107 CHAMBERS STREET 


INNER-SPRING CUSHION 





Surplus 
19” wide 19” deep 4/2” high 


Covered with heavy waterproof Canvas, 
Removable, Downed by 3/16 White 
rope, Ideal for speedboats, sailboats, 
cruisers and regular chair cushions. 


VALUE $10.00 
sPecIAL $1.98 


WHILE THEY LAST! 








(Cor. Church St.) NEW YORK 7 
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the New, Improved A OWENS CUTTER 





Other Hinckley auxiliaries from $6995. to $45,000.; the 
new Hinckley power utility ‘‘Roustabout’’, $1950. 
Prices subject to change without notice 


HENRY R. 


HINCKLEY 


& COMPANY 





SOUTHWEST HARBOR, MAINE 





Good news about a good boat! The famous 40’ Owens Cutter is now being 
built exclusively by Hinckley, famed builder of auxiliaries. A fine deep-water boat 
made even finer, the new, improved, Hinckley-built Owens Cutter holds many 
racing records, is a comfortable cruiser with complete living facilities for four. 
She can be sailed single-handed, with all inboard rigging, engine cockpit con- 
trols, versatile cutter rig. Improved and refined by Hinckley, the Owens Cutter 
is basically unchanged, rates well competitively under cruising club rules. 

L. O. A. — 406”; L. W. L. — 28’; Beam — 10/6”; Draft — 5/10”; Oak keel, sternpost, stem, frames; Teak 


decks; Sitka spruce spars; Halyards led inside hollow mast; Stainless steel rigging; Rustless fittings and 
fastenings; 4-cylinder Gray marine engine; Lead outside ballast about 6000 pounds. 


...and the HINCKLEY 
Sou’WESTER 


The largest class of real cruising auxiliaries 
since the war! With a rig so simple she can be 
sailed single-handed, the handy, 34’ 
SOU’ WESTER is a fast all-weather boat, 
soundly built and perfectly equipped above 
and below decks. Two separate cabins sleep 
four in comfort and privacy, full-width 
galley and enclosed toilet room make the 
SOU’ WESTER completely livable. Available 
in Standard and Custom models. 

L. O. A.— 34/2”; L. W. L.—24’ 9”; Beam-—9/2”; Draft— 
4/10”; Oak backbone and frames; Cedar planking; Ma- 
hogany trim; Hollow Sitka spruce spars; Teak cockpit 


floor; Bronze fastenings; Stainless steel rigging; Four 
cylinder engine; Iron keel about 4200 pounds. 





SEATTLE Y.C’s “BARNACLE BILL” 


> William R. Hedley, skipper of the staysail schooner Sind- 
bad, has been “Barnacle Bill” around the Seattle Y.C. for 
many a year. This was a natural consequence when Hedley 
originated the club’s annual wind-up event, “Barnacle Bill's 
Last Cruise,” a popular fleet activity at the season’s end 
with Port Madison Bay the favorite rendezvous. 

On Jan. 30, “Barnacle Bill” Hedley went on his last 
cruise. Hedley’s death leaves the Seattle Y.C. bereft of one 
of its most colorful and beloved members. A stickler for 
“Bristol fashion,” Hedley’s acid comments to Sindbad’s 
crew were famous among North Pacific yachtsmen, not to 
mention other yachtsmen drawing the fire of his verbal guns. 
Hedley, who made his home on board Sindbad at the club’s 
moorings, was commodore of the club in 1932, and an hon- 
orary life member at the time of his death. 

Some men mean so much to an organization that their 
passing impoverishes the group of that intangible something 
which gives color and life. In understatement, Bill Hedley 
was that sort of man to Seattle Y.C. members. 


Ray KRANTZ 


H. V. BRIGHT JOINS CENTURY 


> In keeping with Century Boat Co.’s plans for expansion in 
the outboard boat field, Pres. Gates Harpel has announced 
the appointment of Harold V. Bright, former Gray Marine 
Motor Co. executive, vice president in charge of the Cen- 
tury’s Chattanooga plant. 

In announcing Mr. Bright's appointment, Mr. Harpel said 
that Century's plans called for doubling production of out- 
board boats at Chattanooga, and that the increased produc: 
tion was being achieved — erection of new storage 


buildings which will permit full-scale year-round outboard 
production. 


PACIFIC MARINE PARKS & HARBORS ASSN. 


> Coordination of various organizations for the develop- 
ment of marine parks and small boat shelter harbors along 
the entire Pacific Coast, was consummated at the Seattle 
Boat Show during a two-day conference held Feb. 21-22. 
The new group is known as The Pacific Marine Parks and 
Harbors Association. 

The aim of the organization will be to provide a public 
relations service calling attention to the need for small boat 
harbors and marine parks. Its functions will be to make sur- 
veys, to issue information, and to promote interest in marine 
parks, harbor improvements, and private and public moor- 
ings along the coast from Mexico to Alaska. 

The new association is interested not only in the seacoast, 
but the rivers and inland waterways as well. The group will 
try to work with already existing organizations, and to en- 
courage their efforts in dealing with federal, state, county 
and city governments. Information and publicity will be 
made available to the interested public regarding increases 
in the boating population, as well as community benefits 
to be derived from the proposed improvements. 

Charles A. Winslow, of Oakland, Cal., president of the 
California Marine Parks Association, and chairman of the 
California Small Harbor Development Committee, was 
elected president of the new association. C. S. Benson of 
the Portland, Ore., Y.C., was named vice president, and 
Jerry Bryant, president of the Pacific Northwest Marine 
Dealers Assn., was appointed secretary-treasurer with Larry 
Munz, editor of Pacific Motor Boat, to assist him. 

Directors elected take in every important boating center 
on the coast, including Canada: San Diego, Ed Bailey; 
Long Beach, Cal., Dick Loynes; San Francisco, Louis Ets- 
Hokin; Portland, Ore., Larry Barber; Seattle, Larry Smith; 
Vancouver, B.C., Charles M. Defieux; and Juneau, Alaska, 
Robert Cowling. Ray KRANTZ 
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INTERNATIONAL CRUISER RACES 


> Something new will be tried in this year’s International 
Cruiser Race, July 8-9, from Olympia, Wash., to Nanaimo, 
B.C. Skippers this year will be permitted to run their boats 
at varying speeds from one control point to another, if 
this plan is stated in advance in the predicted log. This will 
allow boats to run slowly at night where there is danger of 


| 
| 
| 
| 
| 


striking obstructions, and to speed up on certain legs when | 


current conditions are adverse. 


Other new developments on Olympia-Nanaimo Race reg- | 
ulations include the use of temporary gasoline tanks if | 


properly connected to the permanent fuel system (this will 
not permit pouring gasoline into a tank from a portage 
container, however). 

The finish of the race, 5.00 p.m. P.S.T., at Nanaimo, 
July 9, will make it possible for all boats to get through 
Deception Pass in daylight. This year’s race will be started 
on the second rather than the even minute, as in the past. 
Another regulation permits radio receivers to be open on 
the Coast Guard distress band of 2670 k.c. 

Control points include Point Evans, West Point Light, 
Sandy Point Light, Seal Rock Light, Pole Pass Light, Walk- 
er Rock Light, and the Nanaimo finish line. 


> Rules which will govern this summer’s “Capital to Capi- 
tal” Alaska Cruiser Race from Olympia, Wash., to Juneau, 
Alaska, July 8-16, have been completed. 

The distance of the race by the shortest route permitted 
is 927.85 nautical miles, making this the longest power 
yacht race in the world. The short route is via Seymour 
Narrows, B.C., and Zimovia Strait in Southeastern Alaska. 
The slightly longer route allowed comes to 940.85 nautical 
miles, by way of Yuculta Rapids, instead of Seymour Nar- 
rows, in B.C. waters, and Eastern Passage in Alaska in 
lieu of Zimovia Strait. With the Olympia-Nanaimo Interna- 
tional Cruiser Race comprising the first leg of the Olympia- 
Juneau Race, contesting yachts will have logged 172.5 
miles upon their arrival at Nanaimo. 

An interesting sidelight on this year’s race, and a factor 
of possible confusion, is the fact that the Olympia-Juneau 
Race actually is composed of four separate and distinct 
races, all having separate prizes, as follows: The Olympia- 
Nanaimo International Cruiser Race; the Olympia-Prince 
Rupert Race; the Prince Rupert-Juneau Race; and the 
Olympia-Juneau Capital to Capital Cruiser Race. 

Finish time for the Prince Rupert Race is 4:00 p.m. 
P.S.T., July 13, while the finish time for the Juneau Race is 
1:00 p.m. P.S.T., July 16. There will be a 24-hour lay-over 
at Prince Rupert for a reception and party. 

To make allowances for the weather, and to hit strong 
current areas at the most favorable hours, contestants on 
the Alaska Race will be allowed eight hours lay-over on the 
run from Nanaimo to Prince Rupert, and four additional 
hours on the run from Prince Rupert to Juneau. This lay- 
over time will be used for refueling, etc. Lay-over time may 
be used on this race for engine repairs also, when the ob- 
server is notified by the skipper. Observers will be placed 
on all boats, either crew members from the various contest- 
ing craft or C.G. Auxiliary volunteers. 

Rules of the race permit the use of radios, except for the 
obvious purpose of obtaining the time of day. Contestants 
will log only their elapsed time between control points. 
There will be no limitation on skippers getting the time 
‘rom observers at any time; this is then logged by the 
observer who will have sole custody of all watches; clocks 
must be hidden from view. Courses to be followed by the 
dividual boats are optional as long as they pass the control 
points, but each boat’s course must be inked in on the race 

arts. Boats will carry their error along from the Olympia 
‘art to Juneau, and yachts will be rated by the usual per- 
centage of error based upon variations from their respective 
'redicted logs, or predicted elapsed time between control 
pints, Ray Krantz 
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Immediate 
delivery 





A few of the famous 40’ Owens Cutters are ready 
for immediate delivery. Built to top-grade standards 
of construction and finish, two boats are now avail- 
able, afloat Baltimore, priced at $12,500 less 

. sails. These are the last of the Owens Cutters 
to be built by the Owens Yacht Company, 
but not the last of the class! We have ar- 
ranged for Henry R. Hinckley and Com- 
pany, of Southwest Harbor, Maine, to 
be the EXCLUSIVE BUILDERS 
of the Owens Cutter, since our 
facilities can no longer be prop- 
erly divided between power and 

\ sail. We regret having to dis- 
\ continue the construction of 
the Owens Cutter, but are 
pleased that it will be 
continued as a class 

by the largest build- 

er of auxiliaries. 


A Thoroughbred 


Winner of many of the country’s major 
racing events, the 40’ Owens Cutter is 
a sailorman’s boat, with a brilliant rac- 
ing record that speaks for its perform- 

ance. A big, fast, deep-water boat, 

she’s easy for one man to handle... 
with small flexible rig, excellent bal- 
ance, high freeboard, large cockpit. 
The Owens Cutter rig is all in- 
board, sheets and engine controls 
are handy to the helmsman, and 
there are no running back- 
stays. A comfortable cruising 
auxiliary as well, the Owens 
Cutter cabin is spacious 
and airy, with generous 
galley, full-length berths, 
plenty of stowage space. 


Specifications: 


L.O.A. 406"; L.W.L. 
28’; Beam 10'6”; Draft 
5’10”; Lead keel; Mahogany 
planking; Everdur fastenings; 
teak decks; spruce spars; stain- 
less steel rigging; Gray 191 auxili- 
ary. For additional information, write 
to, or visit, the 
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FOR SALE 


31 Foot Auxiliary Cutters, “AMANTHAS”. These superb sail- 
ing boats designed by S. S. Crocker, having accommodations 
found in most 38 footers. Price range from $6500 to $8500. 


IN COMMISSION 
1/3 Down Payment, Balance in 18 Months. 


PALMER SCOTT & COMPANY, INC. 
BOX 949, NEW BEDFORD, MASS. Tel: 6-8531 
































SEACLOS — 
For 

Every Type 
And Size 
Of Boat! 


The original “Sands” and the equally well- 
known “Seaclo” line of marine toilets are both 
made by Wilcox-Crittenden. Ten different models 
are available to meet your specific requirements — 
all designed for installation above or below the 
boat’s waterline. 

You'll find these closets fully illustrated and 
described in the W-C 1949 Catalog — which, in- 
cidentally, is chock full of all kinds of fittings for 
motorboats, outboards and sailboats. 

A copy of this 156-page book will be mailed to 
you promptly upon receipt of 50 cents to cover 
handling costs. And, remember — your dealer is 
always ready to discuss your needs with you. 


WILCOX-CRITTENDEN 
"A CENTURY OF DEPENDABILITY" 


10 SOUTH MAIN ST., MIDDLETOWN, CONN. 
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A Marine Private First Class rigs a Lightning 


MARINES TAKE TO SAIL 


m At Marine Corps Schools, Quantico, Va., considered the 
birthplace of modern amphibious operations, Leathernecks 
have taken to sail. 

Their fleet consists at present of 15 Seagulls, 10 Light- 
nings, two Comets and two ketch-rigged whaleboats. 
Blessed with good docking, storage and repair facilities and 
tricky sailing conditions on the Potomac River, interest runs 
high among the Marines stationed at the base. A well-or- 
ganized program, under the direction of a sailing committee, 
provides good instruction for landlubbers and last year 
turned 250 of them into qualified “boat handlers.” A race 
committee conducts races for the more experienced mem- 
bers stationed on the post. 

Last year the Quantico sailors raced against crews from 
Camp Lejeune, N.C., and plans are already laid for outside 
competition in 1949 in Virginia and Maryland waters. The 
Marines have got the sailing and racing bug and there 
seems to be no stopping them. 


Master Sergeant H. D. Varig, Jr. 
and Technical Sergeant Eppre E. Evans 


THEY SAIL ON A SHOESTRING 


> If your son spends his time making portholes out of his 
bedroom windows, assembling model boats and _ looking 
glassy-eyed every time he sees a sail, then he’s got the sail- 
ing bug. “He'll get over it,” you say indulgently. “It’s too 
bad that he can’t have a boat of his own.” But if you live 
near Chicago he can sail his own dinghy, and for nothing, 
thanks to the Chicago Park District. The Rainbow Fleet, an 
experiment in low-cost sailing sponsored by the Rainbow 
Fleet Trustees, the Lake Michigan Yachting Association and 
the Chicago Park District, offers unprecedented opportuni- 
ties to the city’s youngsters. Those from 14 to 21 can learn 
to race and cruise in the Park’s specially designed dinks 
after passing a swimming test. 

The idea was launched in 1936, at a meeting of the 
LMYA. Bud Snite, Christian Peterson, Hollis Potter, Joseph 
Moller, Harry Nye and others believed that it was up to 
the community to “give those who can’t afford it a chance to 
sail, too!” Phil Rhodes drew up blueprints for an easily 
rigged, seaworthy dinghy; lapstraked, gaff-rigged, 10 feet 
in length, carrying 66 square feet of sail. Then the members 
chipped in, buying all the material that went into the build- 
ing of the boats. Since then the LMYA has purchased all 
materials necessary for maintenance of the Fleet. 

At that point the group was stumped. Where to build the 
boats? And above all, who was to build them? Then Henry 
Babson thought of the public high schools and the Chicago 
Park District, blessed with dozens of craft shops and capable 
instructors. The Park instructors were enthusiastic, and 
suggested that the kids who were to sail the dinks be al- 
lowed to build them under their supervision. That first year 
the Parks in which the shops were located became head- 
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OSLO 
18’ Centerboarder 




















HONEYMOON 23’10” Aux. Cruising Sloop. Plans available to yards and amateurs. 





INTERNATIONAL DRAGON CLASS 
29/2''x18'8’'x6'5"’x3'11’’—Racing or Cruising 








NORGE 


NAVAL ARCHITECTS 
YACHT BROKERS 

53 POST ROAD 
DARIEN, CONN. 


INC. 


BOAT $§ 


MARINE ENGINEERS 

YACHT IMPORTERS 

TEL: DARIEN 
5-2376 








EXTRA WEEKS OF 
Comfortable Cruising! 





A Fluid Heat 
“Dual Fuel’’ 
_.? Marine Heat- 
er stretches 
your cruising 
“oa for extra weeks 
— gives you 
warm, dry, mildew-free 
cabins whatever the weather! 








The only Marine Heater that burns 
kerosene; also burns gasoline. No larger 
that a portable radio. Approved by 
leading Marine Underwriters. See your 
local marine dealer. FLUID HEAT 
MARINE DIV., Anchor Post Products, 
Inc.,6904 Eastern Ave., Baltimore 24, Md. 


Modern teat foe Modern Boat 


fl uid heat= 


MARINE HEATER 





































BABBITT BEARING 
with BRONZE SLEEVE 





fie. 40—The ewrsgae is moulded in- 
ves in sleeve. Cannot t 
Shaft. Easily installed. re eee 


REPLACEABLE 





MARINE DECALS 


FOR APPLICATION TO 
WOOD, METAL, GLASS 
& PLASTIC SURFACES. 


epTUNE MARINE oe, 
LETTERS & NUMBERS 


Fig. 442—Especialy designed and con- 
structed for Marine use to withstand 
salt water & air. Attractive, durable, 
lacquered, no varnish required colors 
black with gold trim, making them 
very visible. Sizes 2—3—4 inches, 





“SEA-ECHO" HORN 





Fig. 59$0—Brass Cover and Projector, 
Brass Screen in mouth of Projector, 
Cast Brass Base, Chromium Plated 
Gives Loud and Distinctive Tone. 2- 
12-32 or 110 volts. Complete with 10 
ft. cable and Push Button. 








“SEA-MITE Streamline 
Electric HORN 
FIG. 1120 


Fig, 1120—Has 
exceptional tone 
quality FOR 
RUNABOUTS 
and SMALL 
BOATS (Not a 
Siren) Chrom- 
ium Plated 6- 
12 or 32 Volts, 


Complete with Push Button and 10 
ft. cable. 





Get our 1949 catalog. Send 50c for postage & handling. FREE to Naval 
Architects, Dealers, Jobbers, Boat Builders, Ship Yards. Write us on your 


Company Stationery. 





Brooklyn 7, N. Y. 
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SEARCHLIGHTS 


Leading manufacturers of arc and in- 
candescent searchlights for 55 years. 
Designed for maximum efficiency, 
beauty and style. 


All sizes and types of searchlights 
and floodlights for any class boat. 


Send for free specifications and catalog. 


THE CARLISLE & FINCH CO. 
249 E. Clifton Ave., Cincinnati 10, O. 





































OUTBOARDS 
INCL. FAMOUS 


GEE» 


CANOES INBOARDS 





FREE CATALOG: 40 pages com- 
pletely describing and illustrat- 
ing the world’s greatest line of 


small watercraft. ~ *rec. u.s. pat. OFF 


Asyt8 th St. Penn Yan, W. Y. 


Anchors $ 


Hold in any blow, yet 








y \ ’ light, easy to handle 

/ \ Your Northill holds in any blow; 
l 405 \bs: \ breaks out easily with vertical 
4 4O ats pull. Light weight means easy 
¢ort po | handling and stowing. Used 
0 ft. by yachtsmen and fisher- 

+o / men everywhere. See 
i your dealer today for 


proper weight. 


NORTHILL COMPANY, INC., LOS ANGELES 45, CALIFORNIA © Subsidiary of THE GARRETT CORP. 











1948 SENSATION 
RAVEN 


Scientifically Designed 
PLANING HULL 


bs Amazing Stability 
INCREDIBLE SPEED 
Roomy and Sate for 
Family Day-Sailing 
Length 24’, — Draft 7” & 


Hulls molded by U.S. Plywood Co. 
Builders, Palmer Scott & Co. and 
others. 

Designed by R. W. McALEER 


Address your inquiry to builder 
or direct to 


JOHN A. McALEER 
184 Riverside Drive, Riverside 15 
PROVIDENCE, RHODE ISLAND 
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Race Day—the winner takes home the Rainbow Trophy 


quarters for clubs bearing that particular name. All during 
the winter youngsters of all age groups hammered and 
sawed, varnished and riveted. Meanwhile, the Park District 
set up two sailing locations, at Diversey Harbor and Calu- 
met Park. As the boats were completed by the various craft 
shops, they were sent to the nearest sailing headquarters 
where the group members learned to handle them. By the 
second summer, 36 dinks had been built and construction 
was stopped. 

The Park clubs were consolidated under the name “Rain- 
bow Fleet” with all summer activities centered around the 
two boathouses until 1940. That year a third squadron 
was organized and based in Burnham Lagoon. The follow- 
ing summer, with the war in the offing, the shortage of in- 
structors became acute. The Park District closed the two 
less central boathouses and transferred all the dinks to the 
fleet’s present headquarters, at the foot of 14th Street. 

There, from May until September, the brightly striped 
sails—which are the fleet’s trademark—tack up and down 
the long harbor. When the sailing season ends, the members 
“go inland” to winter headquarters at Austin and Calumet 
Parks where they repair hulls and sails, build new boats, 
and dream of the summer ahead. 

For fleet members, the day begins at 10:00 a.m. As 
Glenn Stout, the manager, throws open the big doors of the 
long gray boathouse, the kids race for the boats, their hulls 
stacked in double rows along the back of the building. 

“Hey Glenn, you promised me Number 35 for today!” 

“Aw nuts, the centerboard in 10 is all shot. I guess we'll 
have to get out 13 and plug up the holes.” 

Soon a line of 10 or 12 boats is ranged along the dock. 
While some of the older “skippers” (those who are qualified 
to sail alone) set the mast in its step and rig the sails, the 
newer members stand by and watch carefully. Most of the 
instruction is on an informal basis, with the more experi- 
enced fleet members teaching the others the fundamentals 
of sailing. Neophytes are warned that they are on probation 
until they attain skipper’s rank. One or two members are 
usually inducted each week. “I can spot an applicant a 
mile away,” Glenn says. “Usually they carry duffel bags 
and wear gleaming skippers’ hats. But if they're 14 or older 
we give them the Business.” 

“The Business” consists of the swimming test which 
everyone must pass before being inducted into the fleet. 
Bill, the lifeguard, gets out the crash boats and instructs 
the applicant to swim the 200-yard width of the lagoon 
behind his launch. In the second part of the test, the pros- 
pective member must swim 50 yards with clothes and shoes 
on. “That’s harder to do and that’s where some of them 
fail,” Glenn says. “Usually they’re swimming vertically by 
the time they reach the dock.” Within a week after passing 
the test the applicants get their membership cards. They're 
of the next week on the dock, learning nomenclature, rules 
now third-class members—beginners—and must spend most 
of the road, and passing knotting and splicing tests. 

As crew members they go out with firstclass skippers who 
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Look Ship-shape 
Feel Ship-shape 
2 9 
with Appel’s 
Correct Apparel 
Faded Blue Denim Jacket ‘ 
Faded Blue Denim Slacks....................0% 7.50 
Faded Blue Denim Shorts.....................- 5.50 
White or Blue Yachting Caps............ from . 5.00 
WO INI ooo ond vols he 654 4000 caneee from 7.50 
-*Blue Nylon waterproof suit with hood.......... 24.50 
Yellow Rubber suit (coat and trousers)........ 12.75 
Koroseal waterproof clothing.............. from 7.95 
Coolapak refrigerator bag...................-. 9.95 
*available for men and women. 
A complete selection of correct yachting insignia, boat flags, 
award prize-trophies, emblematic jewelry and souvenirs. 
Write for our new illustrated folder Y-4. 
Official outfitters to the U.S.P.S. and the U.S.C.G. Auxiliary. 
S. APIPEIL & CO; 
840 Broadway, N. Y. 3 ~ Phone SP 7-0500 
202 N.E. 9th St. > Miami 36, Fla. 
YACHT CLUB OFFICIALS: Ask about our club plan. 
* BOATING APPAREL DEALERS: Send today for 1949 price list. 
New! Completely 
different! 
NO OTHER BOAT 
FENDER GIVES 
YOU ALL THESE 
ADVANTAGES! 
ESSAR Marine y 
Fenders are sturdier—more / 
durable — have greater 













cushioning power. ESSAR 
fenders retain their shape 
and buoyancy longer — 
give your boat better pro- 
tection at low cost. 
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ff CHECK THESE FEATURES! 


Seamless — will not pick 
up sand or grit 


Toughness of skin resists 
barnacles, etc. 
Lighter — more buoyant 
White rubber skin 1s easier Waterproof skin prevents 
to clean waterlogging 


Stay new-looking longer 


ESSAR fenders with rope ends come in the following sizes: 
3" dia.x15”long 4” dia.x18”long 5” dia. x 24” long 
$5.00 $7.00 $10.50 


See them at your Marine Supply Dealer's or write now to 
Sponge Rubber Products Co., 116 Derby eee Shelton, Conn. 


ESSAR 


BUOYANT MARINE FENDERS 
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Get the 
Best in 
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Marine Hardware& Equipment 





ONAN—2000 WATTS— 
TWO CYLINDER POWER 
PLANT 





Ideal for charging bank of 12 or 24 
Volt batteries, Maximum Voltage—28.5 
Volts. FEATURES: Push Button Start- 
ing, Automatic Cut-out, General Elec- 
tric Voltage Regulator, Magneto Igni- 


tion, Four Cycle, 


REGULAR PRICE $395.00 
SPECIAL $125.00 


UNIVERSAL LIGHTING 
PLANT WATER-COOLED 








500 WATTS—push button starting, com- 
plete with water cooled muffler, Auto- 
matic cutout. APPROVED BY FIRE 
UNDERWRITERS for below deck in- 
stallations. Size: length 15%”, width 15” 
height 14%”, net weight 78 tb 


SPECIAL PRICE $195.00 







NEW NAVY 
PELORUS 


Longine-Wittnauer 


Complete — 
mounting 
bracket. In- $1 9.75 
directly illum- 

inated with 6- 

volt lamp through lucite, giving a red 
gleam. Folding sight vanes. Dial size 
4% inches, graduations from 0 to 360. 
Locking device for sight and dial. 
Ideal for all size boats, very compact. 
Individually packed, 








NAVY COMPASS 


4” card size, spirit type, double swing 





BRIGGS & STRATTON 
POWER PLANT 





Ideal plant to charge marine ge oe 6-12 
Volts 300 Watts capacity, will charge a 
bank of 6 or 12 Volt batteries. Push but- 
ton starting, Magneto ignition, automati« 
cutout; voltage regulators, 


REG. PRICE $150.00 


SPECIAL PRICE $95.00 
NAVY BILGE PUMP 


for Pipe Connection 
ALL BRASS 


Capacity at 6 ft. Lift is 
One gallon every’ three 
strokes. You can swing 
brackets in any direction, 
poppet valve construction, 
Overall length 25%” u 
Barrel 2%”. Inlet 1%” 





TPS. Outlet 1%” IPS. 
$21.00 


REG. 


SPECIAL 
$9.95 


Heavy Cast Bronze 
Strainer for above 


Pump. 
SPECIAL 
$1.95 





brackets, detachable, easy for 
storing complete, Fraction 
of government cost. bs 










SIGNAL 

FLARES 
and 

PISTOL 


SET 


Brand 
New 


Gov't. 
Surplus 


Here igs equipment that should be on 
every Boat. Unit consists of FLARE 
PISTOL, STANDARD SIZE FLARES 
as used on all Pleasure and Commercial 
Craft. Set comes complete in Heavy 
Hard Rubber Case with carrying Strap, 


Overall size of case—12%4"x 
nee.” $60.00 SPECIAL $19.75 


PRICE 
Marine Exhaust 
BLOWER 





Heavy duty 4” size, 240 C.F.M. 6 Volts 
complete with toggle switch and weather 
proof wire, finish ay Noy Ain od hg 
ventilating bilge and 





Price 930.00 SPECIAL $12. 95 





@ 





Send for Latest Catalog 


MANHATTAN MARINE 


& ELECTRIC CO., INC. 
116Y Chambers Street 


New York 7 

















at Goes on here / 


SOUTH SEAS COPPER BRONZE 


FOR LONG MONTHS 
OF ANTI-FOULING PROTECTION 


Devoe South Seas Copper Bronze is bad news for 
bottom-fouling marine growths—good news for 
owners who want effective protection for wood 
hulls without the inconvenience and expense of 
mid-season scraping. It gives lasting protection. 
An extra advantage is the way it takes a rub-down 
to give a hard racing finish! Properly applied, the 
life expectancy of Devoe South Seas Copper 
Bronze is one and one half years. 


Other Tested 
Devoe Marine Products 


Devoe Yacht Whites 
Devoe Deck and Top-side Enamels 
Devoe Hong Kong Spar Varnish 
Devoe Engine Enamels 
Devoe Hard Racing Finishes 


Agency Franchises Available 


DISTRIBUTORS: 


MARINE SPECIALTY CO., MOBILE, ALA. NUTTALL STYRIS CO., 
SAN DIEGO, CAL. * WEEKS-HOWE-EMERSON CO., SAN FRANCISCO, CAL. 
ATLAS MARINE SUPPLY CO., SAN PEDRO, CAL. + JACKSONVILLE YACHT 
STORAGE CO., JACKSONVILLE, FLA. FLORIDA MARINE SERVICE, 
MIAMA, FLA. » TAYLOR HARDWARE, PENSACOLA, FLA. + TAMPA MARINE 
SUPPLY CO., TAMPA, FLA. * WHITE HARDWARE CO., SAVANNAH, GA. + 
ECONOMY BOAT STORE, WOOD RIVER, ILL. * FRED NEESEMANN CO., BAL- 
TIMORE, MD. - OREGON MARINE SUPPLY CO., PORTLAND, ORE. + J. THOMAS 
SCOTT, PHILADELPHIA, PA. SOUTHEASTERN SUPPLY CO., CHARLES- 
TON, S.C. * THE STEDMAN COMPANY, BEAUMONT, TEX. GORDON- 
SEWELL & CO., GALVESTON, AND HOUSTON, TEX. WM. H. SWAN & 
SONS, NORFOLK, VA. + PACIFIC MARINE SUPPLY CO., SEATTLE, WASH. 


Devoe & Raynolds Company,Inc. 


MARINE DIVISION 


787 First Avenue, Dept. YA-10, New York 17, N. Y. 
Warehouses: Boston and New Orleans 
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teach them to sail. After another week they're ready to 
solo. The other members line the dock as the prospective 
skipper rigs his own dink, shoves off and sails a specified 
triangular course. Then he must jibe and capsize the boat, 
unstep the mast and strip the sails. As the dripping skipper 
is hauled into the wharf by the crash boat, the members all ° 
cheer—and throw him in again. By the end of the summer, 
esprit de corps in the fleet is high. But on Race Day, the 
last week in August, it’s strictly a case of competition. Like 
all sailors, racing is serious business for the Fleet. The one 
who wins may keep the Rainbow Trophy for a year. 

By the time Fleeters are 21 they've graduated to larger 
craft. Their competence in handling and maintaining boats 


_ is well known to local yachtsmen. 


Herbert Bart, Park Crafts Supervisor, speaks for the Rain- 
bow members when he says, “The look on one kid’s face 
when he’s made skipper rank or won the trophy is worth 
all the money we've put into the Fleet.” Nan RoBERTSON 


COUSENS & PRATT IN NEW LOCATION 


m After 26 years in the same location in South Boston, 
Cousens & Pratt, Inc., sailmakers, have just moved to new 
quarters at 9 Rowe’s Wharf, Boston 10, Mass. Their new 
quarters provide a greatly enlarged loft area. 


A NEW BARNEGAT BAY BOAT BASIN 


& The scale drawing below is of the new Barnegat Bay 
Boat Basin, Point Pleasant, N.J. lt is not often that one has 
the opportunity of seeing what sort of yacht basin a yard 
owner would design if left to his own devices, as most yards 
have grown up slowly through the years, with little chance 
of advance planning. For this reason this basin is particu- 
larly interesting, as it was developed from scratch by Slade 
Dale, owner and operator of the nearby Dale Yacht Basin, 
Bay Head, N.J. 

This winter 120 boats have been stored under cover in 
the large storage building shown at left. The entire con- 
struction project, which includes wet basin, covered boat 
slips, electric overhead hoists, transfer track system and 
overhauling shop, is now nearing completion. The new basin 
covers 12 acres and over a thousand feet of waterfront. A 7’ 
channel, dredged by the state of New Jersey, extends past 
the property and connects it with the Intracoastal Waterway 
a mile to the east. It is five miles to Manasquan Inlet and the 
Atlantic Ocean. 

The Dale Yacht Basin’s annual boat show will continue 
through April 17. 


The recently completed Barnegat Bay Boat Basin. A short dis- 
tance away is the Dale Yacht Basin, Bay Head, N.J. (below) 
Rosenfeld 
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— highly recommended — 


for Race Committee chairmen, 
sport fisherman or deep sea idlers 
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Ready for QUICK Delivery 


AO foot Diesel Cruiser with accommodations for four 
in owner’s party and one in crew. Living quarters are 
designed for real comfort and are spacious with a 
maximum of storage space. Fishing chairs, fish boxes 


and outriggers carefully planned for most efficient 
operation. 


Luders’ years of experience in designing and build- 
ing assure long and carefree service. This vessel truly 


LUDERS MARINE 


CONSTRUCTION CO. 








STAMFORD, CONN. PHONE: STAMFORD 4-3137 


an excellent opportunity for the discriminating yachts- 
man to acquire his Dream Ship. 


Designers and builders of wood and steel vessels 
up to 200 ft. in length. 


Canadian Representative: Henry K. Hill, Kingston, Ontario 




















A CINCH WITH THE NEW 
AIROLLERS 





R-O-L-L your boat with EASE on a CUSHION of AIR over 
ROCKS—SAND or MUD—NO DAMAGE TO PAINT OR HULL! 


AIROLLERS are tough rubber lined canvas cylinders—inflated by mouth. 
IDEAL for HEAVY OUTBOARDS—SAILBOATS—all lighter craft, Also 
used as Fenders—Life Preservers—Buoys. 


WRITE FOR ILLUSTRATED FOLDER 
showing AIROLLERS in use, complete descriptive data, prices 
THE AIROLLER COMPANY 
21 Whitfield Street Guilford, Conn. 

















Row-tow-or use 
an outboard —» 









waterproof marine plywood 


y Rigid frame for extra streng 
or twist. Aluminum angle bow reinfor 
ing ring, all hardware and oars includ 
tested—safe—holds 600 Ibs. 


Oars included in the kit! 


If your dealer doesn’t h = a 
order direct. sip pt ged 


3° Long, 16°" Deep 
‘" Beam. Weight 62 ibs. 





IDEAL Aeroplane & Supply Co., Inc. 20-24 West 19th St. 
! ! 1911 New York 11, N. Y. 


SPORTSMEN SAVE 50% 


Build your own Boat! 
IT’S EASY. :- all parts cut and 
numbered — simple, photographic, 
: step-by-step instructions. Builds 

into a rugged, he-man size boat ideal for 
duck hunters, fishermen and all the fam- 
ily to use on salt water or fresh. Made of 
» waterti 
sealed by ‘“Cascophen,” marine _ 
th, can’t warp 
cement, moor- 
ed. Thoroughly 


with ease, yet i 
only 62 Ibs. Send for free, illustrated ieee 


Dealers write us for sales plan. 






NEW ARENS 
CONTROL 


QUADRANT 


MODEL 790 


Complete vari- 
ety of lever com- 
binations avail 
able. Shown for 
clutch and throt 
tle combination 

The versatile Model 790 Quad- upper left 
rant, offering handsome finger- \ twin throttle and 
tip regulation, is superbly en- eg oe 
gineered by Arens, marine con- sal pie Sh pr 
trol manufacturers for over 30 PR Br PO 
years. Finest of .its kind, the fied engine and 
Quadrant is amazingly low- quadrant con 
priced. nection 





New Streamlined Beauty 


" Adaptability, function, skilled workmanship, 
quality materials . . . all combine for an out- 
standing control. Base and lever arms are cast 
bronze beautifully finished in chrome. All fit- 
tings are stainless steel and bronze. Completely 
described in our free Bulletin No. 30. 


OTHER ARENS PRODUCTS 
Foot Throttle Control—for 
top performance of out- 
board and inboard run- 
abouts. Also Flexible and 
Rigid Push-Pull Controls. 


ARENS CONTROLS, INC. 
2259 South Halsted Street, Chicago 8, Illinois 
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Pat Yr. 


/ THE NEW 


COLUM 


Electric 
Capstan. 


PUSH BUTTON 
‘CONTROL 


Wiraitelas 
A-Weigh! 


Just a touch of your foot on the push button switch and up 
comes the anchor. Columbian Electric Capstan available in 6, 12, 
24 and 32 V DC. Polished bronze winch head and deck plate 
Simple installation. Complete with solenoid switch and water 


proof deck type push button for foot control 
$1 50-00 


COLUMBIAN BRONZE CORPORATION 
Freeport, Long Island, New York 


All fastenings 
supplied. Order today 








New Address — 
COUSENS & PRATT, Inc. 


now located at 
9 ROWES WHARF 
BOSTON 10, MASS. 


TEL. HA 6-4515 — HA 6-4516 











WHEELER= 














DOUBLE CABIN FLYING BRIDGE CRUISER 


Has two staterooms, shower, three toilets, large salon, cockpit 
and lounging deck. 





Send for Literature — Order Now 
SEDANS, SPORT CRUISERS 28’, 32', 36’, 40°, 46° 


WHEELE SHIPYARD 


COMPANY 


Foot of Patterson Avenue, Clason Point, New York 61, N. Y. | 


TAlmadge 9-7000 
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The 1949 standard Dan- 
forth Anchor is available in . 
sizes from 15 to 85 Ibs. 
Other models come in sizes 
from 21% to 20,000 Ibs. 


NEW DANFORTH ANCHORS 


> Like many another invention, the original idea for the 
Danforth anchor was born in the mind of the inventor to 
fill a personal need. Richard S. Danforth, well-known yachts- 
man who has sailed a boat since his boyhood in Maine, likes 
occasionally to sail single-handed. The problem of handling 
his 40’ Alden Sloop Gitana and rassling a heavy anchor 
germinated the idea of a light anchor with great holding 
power. Danforth worked with the idea of creating a design 
which would utilize the resistance of the holding ground. 

The new 10th Anniversary Model of the Danforth “Stand- 
ard” Anchor is an adaptation of the original design based 
on the experience of thousands of users, constant research 
and over 8,000 tests by manufacturers, independent author- 
ities, the U.S. and foreign governments. It has been made 
possible by improved manufacturing techniques and the use 
of stronger and tougher materials. Flukes are fabricated 
from alloy plate instead of cast steel. Shanks are drop forg- 
ings and stocks are one piece seamless steel. The result is 
better appearance, a further reduction in weight and in- 
creased holding power. 


BOOKS FOR THE YACHTSMAN 


THE TRADE WINDS: A study of British Overseas Trade during 
the French Wars 1793-1815. Edited by C. Northcote Parkin- 
son. (George Allen & Unwin, Ltd., London, The Macmillan 
Co., New York, $4.75.) This book is an essay in maritime 
history written by a group of contributors of whom one has 
had practical experience in sail, another in the export trade, 
one is a distinguished physician and another an expert on 
marine insurance. Others are drawn from some four universi- 
ties in the Old World and the New. So says the Editor, who 
points out that the ideal book would, of course, be the work 
of a single author—but no man living could write it. The sub- 
ject is too vast and life is too short. It is not a continuous 
narrative but a description of conditions, not events. 

The chapter headings are revealing: Shipowning and Ma- 
rine Insurance, The Seaports (London, Liverpool, Bristol, 
each written up by an expert); The Employment of British 
Shipping, Ships of the Period and Developments in Rig; 
Seamen; Health and Sickness; The East India Trade; The 
West Indian Trade; The American Trade; The Newfound- 
land Trade; The Slave Trade; The Post Office Packets. There 
is also a glossary, a voluminous bibliography and list of 
authorities. The illustrations, mostly from old prints, are most 
interesting and the end papers show the principal trade 
routes. 

Although the plan of the work debars continuity, having 
a separate expert for each subject adds authority and offers 
a clear picture of conditions. The chapters on ships and sea- 
men, for instance, were written by the late Basil Lubbock, 
well known to all sea lovers. There must have been great 
temptation to introduce many tables, but this has been re- 
sisted and only a small amount of tabular matter has been 
included, and then to good purpose. The authors have wisely 
read and profited by contemporary fiction, and quote it now 
and then to good advantage. 

The Trade Winds is a handsome piece of bookmaking and 
would be an addition to the library of any sea lover who is 
at all interested in the past. C.H.H. 








APRIL, 1949 


NW Kez 


2 pi 
i. 


(Oy 


OPENS APRIL 14TH 


nie = 
a 


THE TIDES InN 


YOUR PORT OF PLEASURE— Where the Chesapeake Bay 
meets the Rappahannock, the yachtsmen meet The Tides Inn. 
Here, you will find the carefree life . . . a new challenging 
9-hole golf course, a new swimming pool and choice facilities 
for fishing, crabbing and tennis. Here, at The Tides Inn, 
a selective clientele enjoys rest, play and entertainment. 


THE NEW TIDES INN MARINA 


now provides a complete yacht service . . . 1,000 ft. of docking 


space .. . and anchorage for boats with a draught up to 10 fe. 


THE TIDES INN 


Irvington, Virginia 


| 
| 











BULL DOG 
THE 
MARINE tnovirs 


BULL DOG BULL DOG 


YOULL BE PROUD TO OWN A 


—_—_— 


HATTERAS 30° 









CREAM 


Famous for marine 
work everywhere. 
Stays wet and work- 
ing in open air and 
hot sun. Stays ‘‘put’’ 
on vertical surfaces. 


FIREPROOF 


A scientific Bull Dog 
development that does 
not employ strong, 
skin - burning acids. 





An amazing 
product for 
preparing a 
surface before 








on vertical surfaces. refinishing. Cleans, dulls 
werful yet harmle beng? i it sanding, pro- 
to skin, surface or gna a al pera dat = aaa 
rush. = — new finishes ‘‘hold-tite.”’ 


Sold by dealers and jobbers everywhere. 
GILLESPIE VARNISH CO. «+ 131 DEY STREET, JERSEY CITY 6, N. J. 





























CAST BRASS SURPLUS 
MARINE CLOCKS 
SETH THOMAS-CHELSEA 


DRASTICALLY REDUCED — 
8 DAY 7 JEWEL MOVEMENT 
LIST PRICE SALE PRICE* 
3 inch $54.00 $ 
4 inch 60.00 37.50 
6 inch 72.00 
*Plus 20% Federal Tax 
Complete line of General Electric Ship-to-shore telephones. 


‘ DEALERS: HAMILTON CHRONOMETERS — CHELSEA CLOCKS 
F DISTRIBUTORS: SETH THOMAS CLOCKS—ALLEN AUTOMAT!C 








MARINE PILOTS 
; Write for catalogue containing complete line of chronometers— 
compasses — binoculars — sextants — stopwatches and all other 


fine nautical instruments. 


COMPLETE REPAIR FACILITIES AVAILABLE 
Karr Engineering Electronic Equipment: Depth Sounders—Radio Direction 
Finders and Radio Telephones. 


M. LOW — Nautical Instruments — Est. 1830 


-—_:<44 Fulton St., New York, Phone COrtlandt 7-5480.nmn0= 
































Small sister of the HATTERAS Fleet is the 30, illustrated above. A 
real boat which not only offers the advantages of a modest price, 
but also provides a handy size for many waters and uses, the 30 
embodies all of the salient basic features for which her larger 
sisters have become famous. 


She is in fact a seagoing, salty and dependable little vessel and 
you will be proud to own her. 


30’ — 34’ — 40’ — 46! 


HATTERA 


CRUISERS - FISHERMEN 
Designed and built by 


THE SOUND MARINE CONSTRUCTION CO., Greenport, L. I., N. Y. 


Builders of the best in Boats — Power, Auxiliary. Sail 








YACHTING 
WHAT OUR READERS SAY 





One-Design Information Wanted 


Editor, YACHTING: 


I am at present engaged in the preparation of a book, to 
be entitled Sailing Fleets, which will be a record of yacht 
design and construction from the early ’20s to date. While 
it will deal with craft of all types, special attention will be 
given to one-designs. 

Since I am desirous of obtaining current information re- 
garding all one-designs of American origin, and in order to 
avoid omitting any classes, I shall appreciate communica- 

13/2’ SKIPPER (also 11!/2’ model) tions from architects, builders and class secretaries. Such 
Write for further information and new catalog. information should be addressed to 122 East 87th St., New 
York 16, N.Y. 


CRITCHELL RIMINGTON 


Captain Ludwig Schlimbach 
Editor, YACHTING: 


> Our old friend Captain Ludwig Schlimbach has set course 
on his last sail, whence is no return. It is our hope that he 
may have in the sailors’ heaven a welcome just as cordial as 
was invariably given him on coming over to America, and 
especially in Newport. His burial took place in late January. 
Many yachtsmen were present, for Captain Schlimbach was 
| known in Germany as the father of transatlantic sailing. 
During the extraordinarily hard winter of 1946/47 the 
| Captain fought a hard struggle, and this may have been the 
15’ VACATIONER | basis of his later illness. It was a great delight for the old 
Write for further information and new catalog. _ man to find that you and his other friends in America had 
| not forgotten him, and your assistance with food and clothes 
was a great help. It is in his behalf that I thank you all 
BARBOUR BOAT WORKS most heartily for your goodness. 
NEW BERN. N.C I would be glad if you would be so kind as to announce 
een the death of Ludwig Schlimbach to his other yachting 
friends. Best greetings to all sailors who still remember me 
———— _ and Stértebeker. Huco LANGE 


"WAKE UP Hamburg, Germany 


that Capt. Ludwig Schlimbach, 
DRAW BRIDGE retired Hamburg-American 


TENDER" passenger liner master, 


With sailed the Baltic ketch 


“’Stortebeker’’ to this coun- 
CLARK COOPER | 2 
FLECTRO-PHONIC | try from Germany in the 


ra ‘30s. Prior to 1939, he 
OMPRESSED AIR ' 1 
made _ tw le- 
SIGNALS ade o single-handed 


| westward Atlantic  cross- 
SUPPLIES ITS OWN AIR—NO TANK-PIPING-VALVES 


| ings, and other passages 


Mail Inquiry Today was largely through his in- 
CLARK COOPER co. fluence that the Germans 


385 MARKET ST. PALMYRA, NEW JERSEY took an active part in 
— ocean racing 





Dealer inquiries solicited. 


















































BRIDGEPORT BRONZE 
MARINE BOTTOM PAINT 


SAVES MONEY 
SAVES. LABOR 
SAVES LOSS OF USE 


18’ SKIPPER Larger models available 20’ MATE THIS IS A GUARANTEED 


Enjoy your water sports to your heart’s content and feel con- | Non-Fouling Boat Bottom Paint 
fident and secure in a dependable, soundly constructed, all pur- 
pose “SEA FOX” which is as much at home in a rough ocean 


as on a mirror-like lake. Literature on Request | THE BRIDGEPORT BRONZE MARINE PAINT COMPANY 


ZOBEL'S SEA SKIFF AND YACHT WORKS Milford, Connecticut 
SEA BRIGHT NEW JERSEY 
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Commissioning 


the boat yourself 4 


Let the experience and suggestions of experts 
help you avoid costly mistakes in time and 
energy. There is a lot of sound advice about 
putting her in commission and fitting her out in: 


“THE BOAT OWNER’S SHEET ANCHOR }/y 
Carl D. Lane. “A practical guide to Fitting Out, 
Upkeep, and Alteration of the Small Yacht.” $3.50 


“ POWER FOR THE SMALL BOAT by W. Mel- 
vin Crook. An excellent primer on internal com- 
bustion engines, both diesel and gas, with special 
chapters on owner maintenance and “Laying up, 
and Restoring to Service.” $3.00 


“ YOUR BOAT: ITS SELECTION AND CARE 
by Howard Barnes. Step-by-step reconditioning and 
refinishing of example sail boats and motor boats 
as well as a chapter on choosing the type of boat 
best suited to your purposes. $3.00 


¥ THE SHIP’S HUSBAND 3y H. A. Calahan. 
‘A Guide to Yachtsmen in the Care of their Craft.” 
$4.00 


“HANDBOOK OF OUTBOARD MOTOR- 
BOATING by Porter Henry and Bill Allard. Se- 
lection, care and operation of outboard motors and 
handling of outboard motorboats . $3.50 


“ MOTOR BOATS: THEIR CARE AND HAN- 
DLING by W. P. Moore. An illustrated and in- 
dexed handbook. $3.75 


“YACHTS: THEIR CARE AND HANDLING 
by W. P. Moore. $3.75 

And 

With every order for $5.00 worth of books, we offer: 

GADGETS & GILHICKIES by W. H. de Fontaine 

for 75¢ per copy. 


Regular price—$1.50 


YACHTING—Book Department 
205 East 42nd Street, New York 17, N. Y. 


Send me the following titles: 


1 Se wl aihg ehameik be Meee aw Camtarmnes errr 
indian ihaaladeines Xela alee Bis isis iaaciss 
SE TT Re Oe vicina dees 
i ETE ST Pe Lee Ae ere ee Ore err: 
Address 


POO 9.8 2 6 0 O58 € © 6 RNS CO SERA © OHO O.. © @ 01S GO 0 ci Ore Oo: Oe ee 














157 


The MACKINAC 


Custom Built Sailer and Racer 


FC 





This 16%’ x 6’ Util- 
ity, with speeds up 
to 15 M i 
real all purpose boat. 
It’s just the thing 
for fishing, 
outings, club launch, 
fleet tender, etc. It’s 
quality built to last 
a lifetime and is priced 
surprisingly low. Priced 
from $750.00. 


Complete Information 


ROBERT E. DERECKTOR 


313 E. BOSTON POST ROAD 
MAMARONECK, N. Y. 


a The ideal auxiliary for cruis- 
ing or racing. Has all of the 
comforts for living afloat plus 
the agility of a sleek racer. 


LENGTH: 40’ 0.a.; 27'7” w.l. 
BEeaM: 10’. Drasrt: 6’. 
Power: Universal Utility four 

with 2:1 reduction gear. 


Has Larsen sails, Merriman 
rigging, oak frames, Port Or- 
ford cedar planking, Hondu- 
ras mahogany trim and is 
Everdur fastened throughout. 
Roomy cabin, sleeping four 
on Air-Foam Cushions, has 
complete galley and _ toilet. 
Price $19,500. 


DERECKTOR 
10-Passenger 
Utility 






ee 88 


family 


Write Today for 





DUAL RANGE 
LIGHTWEIGHT 
Depth Sounder 


FEET 3 










moose ES 121A 


a : 0-50 feet 
> aii 0-200 feet 


Gan be ead as eaatly a4 ? / 
_ meter on Your car: 


apecd-o 
BLUDWORTH MAAINE 


92 GOLD STREET NEW YORK 7 
Sree 


MERS. OF PRECISION ELECTRONIC EQUIPMENT 


NEY 


SINCE 1926 
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“Listen, son, 
from the Commodore's Yacht to your rowboat 
..- OAKITE’S been the cleaner for 40 years.” 


FITTING OUT —r 
Make your big job of “clean-up” easy with Oakite 


H 


ULLS + PAINTED WORK ~« BILGES 


FRESH WATER TANKS 


Cleaning is quick and 
easy with Oakite 


SSOLVES GREASE... SOFTENS WATER 


. - » RINSES FREELY . . . CLEANS IN 
FRESH OR SALT WATER 


Buy Oakite at your grocer’s or ship chandler’s 
For detailed instructions on Oakite’s cleaning of 
boats at fitting-out time ... on cruises, write: 


OAKITE PRODUCTS, INC. 


22 Thames Street, New York 6, N. Y. 
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YACHT SAILS! 


Custom cut and hand made by skilled 
artisans. Superb shape, fit and draft by 
MAYFLOWER MASTER CRAFTSMEN. 
Made of Duplan Nylon, imported Egyp- 
tian and finest American Sail Cloth. 


Dealers in Full Line of RACE-LITE 
Fittings 


Specialists in Fine YACHT SAILS 





MAYFLOWER SAIL COMPANY 


521 ARCH STREET LOmbard 3-0725 PHILADELPHIA 6, PA. 


jE SBS SSAA 











Three Marine Railways e Covered Dock 


JOHN TRUMPY & SONS, INC. 


FORMERLY MATHIS YACHT BUILDING CO. 
1 
Annapolis Marvland 
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Never a Dull Moment! 

Editor, YACHTING: 

> Alfred Loomis’ Chesapeake Incident in the January issue 
of Yacutinc brings to mind my trip from Langford Bay, in 
the Chester River, to St. Michaels, Md. My mission was to 
tow my Lightning and a friend’s Bantam behind my Trus- 
cott 24’ cruiser to the Miles River Y.C. regatta. When we 
left the dock the wind was blowing fresh from the north- 
west, but had not kicked up much of a sea. By the time we 
had gone seven miles the boat was rolling quite a bit and 
we were wondering if we could get through the Kent Island 
Narrows without mishap. Just then the motor quit and we had 
to clean the water out of it. This took about an hour and by 
this time the seas looked awfully big from our pitching plat- 
form. Our course lay directly before the wind and we didn’t 
like the idea of running before it with two sailboats and a 
pram chasing after us. Nevertheless, we pulled up the hook 
and swung around on our course. We had gone about one 
boat length when the Lightning was caught by a sea on her 
starboard quarter and almost dumped into my lap. The next 
wave picked up the stern of the motorboat and the bow 
disappeared under foaming white water. This was too much 
for Mr. Harris, the helmsman, who is a farmer by profession. 
He promptly pushed down the throttle and headed up wind. 
Slowly we made our way under the lee of Eastern Neck 
Island and anchored. 

At the end of an hour and a half we saw another boat 
heading towards the Narrows. We figured that if she could 
make it, we could. I boarded the Lightning with a life pre- 
server and shipped the tiller. I thought that if I steered I 
could keep her from capsizing. With Mr. Harris at the wheel 
of the motorboat we proceeded down to Hail Point buoy. 
When we rounded that, our course for the narrows brought 
the seas abeam. From my position in the Lightning’s cockpit, 
all I could see was water. Just as I was getting comfortably 
settled I felt the Lightning slowing down. The next thing I 
knew the Bantam’s bow was perched on the Lightning's 
transom. Luckily my two little lookouts in the stern of the 
motorboat spotted the trouble immediately and Mr. Harris 
stopped on a dime. The tow line of the Lightning had 
snapped and the Bantam had ridden up on her. No dam- 
age other than a few scratches resulted, and after some 
hasty knot tying we were on our way. Then, just as we 
started off, the Lightning rode up on the Hagerty pram and 
she shipped water, but it ran out over her stern. 

We got to the beginning of the channel which runs into 
the Kent Island Narrows and had a fine time playing loop 
the loop with the many buoys. I had visions of our four boats 
being wrapped around as many buoys all at the same time. 

Our passage down Eastern Bay was without mishap. We 
went past a schooner doing nine knots, according to my 
speedometer, her foresail and a small jib doing all the work, 
but after a few jibes her foresail was hauled down and we 
left her astern. 

We pulled into the Miles River Y.C. at about one-thirty 
and found that the Lightning race was at two. We really had 
to scramble to make the starting line and didn’t have a 
chance to put in a reef. We didn’t have much strength to 
make a very good showing after our long haul. 

After struggling around a course we weren’t sure of (a 
marker had blown away and mixed everybody up), we 
finished last and went up to the club to drown our sorrows. 
There we heard that the wind as reported by the Navy was 
ripping along at about 30 knots. 

It is said bad things come in threes. It certainly was true 
that weekend. The first was the strong wind on Friday. The 
second occurred when six Lightnings were disqualified be- 
cause of a mixup over starting signals, and third was the 
parting of our main halyard in the third race on Saturday. 
The only consolation was that my friend won first place in 
the Bantams. 

Well, that’s yachting, and I still love it. 





D. HENNEN Morais, III 
| Chestertown, Md. 
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“Wolver- 
ines” designed for Speeds 
over 35 M.P.H. Winners of many Outboard 


Marathons. Sturdy construction makes them 


Wagemaker-Built 





seaworthy and upkeep costs are low. There’s 
a “Wolverine” model for every Sportsman and 


Boating Enthusiast. 


Dealers — Write for complete information. 


WAGEMAKER COMPANY 


DEPT. 12 GRAND RAPIDS, MICHIGAN 
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See the exact ‘condition 
of your batteries before 
you start out WITHOUT 
GOING BELOW DECKS! 


HICKOK Chargicator gives finger-tip 
check on batteries at all times. Scales 
to fit all voltages. Chrome plated, 
waterproof model for 6 or 12-V. 
battery, $24.50. 

Switch panel for 2 to 9 batteries, T 
with connectors, $6.00. You See HERE 
See your dealer or order direct from 
THE HICKOK ELECTRICAL INSTRUMENT CO. 
Instrument Makers since 1910 
10615 Dupont Ave., Cleveland 8, Ohio 


The Condition of Your Batteries HERE 





CHART SERVICE 


To Your Individual Requirements 


Chart og ae closed for 
stowing: 38” x 9”. Ring 
binder holds charts firmly. 















Large, easily , 
stowed indexed er 
portfolio contains \e 

latest charts — ¥ 

any area. ; 

Tell us where you want to 


cruise. Let us make up a spe- 
cial indexed looseleaf canvas 
portfolio of all the latest C. & 

or Hydrographic Office 
charts you need. 


Write for circular and list of charts for your cruising area 


DANIEL M. TAYLOR 


217 MILLBANK AVE., GREENWICH, CONN. 
Agent for Hydrographic Office, C. & G.S. and British Admiralty charts. 
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“For Winning Sails°? , Wherever boat owners get together, you'll hear talk about 
"winning sails". And that means FLIGHTEX. Yes .. . 
Flightex Sailcloths are made to take fullest advantage of 
the stretch and recovery characteristics of fine cotton 
fibre. Result: sails which lend themselves to full airfoil 
camber in light air and flat camber in heavy air for 
maximum speed in both. No wonder Flightex has become 
the favorite with men who know sails. 


Sold Through Sailmakers Only! Send for Sample Swatch Folder! 


FLIGHTEX FABRICS, INC. 


93 Worth Street New York 13, N.Y. 








Like the famous 20th Century Limited of 

the New York Central Railroad. . . the 
new Sterling Century Sander gives you : 
speed, quality and dependable service. | 




















































New design, new construction, new power at a new 

low cost! Sand with a Sterling Century Sander and 
you'll thrill to its speed and smooth performance— 
marvel at its lightweight (434 lbs.) and easy one-hand 
operation. Truly a tool for yachtsmen, it will do your 
sanding for you—from keel to truck—and turn a 

slow, tiresome sanding job into fun. — 
Learn more about this outstanding SS: 
tool—send the coupon sony 


Only 4 inches high, the Century allie gets 
in those hard-to-reach spots. 
Uses standard abrasive sheets. 
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STERLING TOOL PRODUCTS co. 
1336-M Milwaukee Avenue, Chicago 22, Illinois 


Canadian office: Terminal, Warehouse, Dept. 9 
Toronto 1, Ontario 


Send folder on new Sterling Century Sander. 
Check here [_] for free book, “Sanding for Yachtsmen” by 
H. A. Calahan (reprinted by popular request). 
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Dewars 


‘White La 


and Victoria Vat” 


The Medal SCOTCH of the World 


Famed are the clans of Scotland 

.. their colorful tartans worn in glory 
through the centuries. Famous, too, 
is Dewar’s ‘White Label and 
Victoria Vat, forever and always a 


wee bit o’ Scotland in a bottle! 


for distinguished service 


White Label 

Metal Scotch for more 

than 8C years 

Victoria Yat 

“None Finer”—Liqueur Scotch 


This is the Tartan 
of Clan MacLeod. 


White Label 


Saka 
meres SCOTCH WHISKY DEWAR'S 


OTCH WHISKIES Victoria Vat 
Blended Lich lthey 


SWART 86.0" PROOF ~ PER PRODUCT OF SCOTLAND 


Specially Selected and Blended 
JOHN Dewan &Soxske 











~~ Ce pyright IMPORTE 
Both 86.8 Proof Blended Scotch Whisky M Schenley Import Cate. ee Y. TB eaty | 





